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ABSTRACT 


The average burning rates of composite solid rocket 
propellants were measured in acceleration fields up to 2000 
times the standard acceleration of gravity. The accelera- 
tion vector was perpendicular to and into the burning sur- 
face. Propellant strands were burned in a combustion bomb 
mounted on a centrifuge, and surge tanks were employed to 
ensure essentially constant pressure burning at 500, 1000, 
and 1500 psia. 

The burning rates of both aluminized and non-aluminized 
composite propellants were found to depend on acceleration. 
The effect of acceleration on burning rate was found to de- 
pend on the burning rate of the propellant without accelera- 
tion, aluminum mass loading, and aluminum mass median par- 
ticle size. The relative burning rate increase was found 
to be greater for slow burning propellants than for faster 
burning propellants. 

The experimental results are compared with two models 
proposed by other investigators. The results indicate that 
more complex aod lilies will be required to explain the ob- 


served acceleration effects. 
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CHAPTER I 
INTRODUCTION 


The stability of space probes and rocket assisted pro- 
jectiles is frequently obtained by spinning the vehicles 
about their longitudinal axes. In the case of rocket as- 
sisted projectiles, where one would like to use existing 
artillery rifles, spin rates are several thousand RPM. Space 
probes can usually be stabilized satisfactorily by a spin 
rate of several hundred RPM. 

Early development programs involving spin stabilized 
vehicles propelled by solid propellant rocket motors showed 
that static motor firings no longer provided satisfactory 
predictions of in-flight performance. Telemetered flight 
data indicated higher combustion chamber pressures,, shorter 
burning time, and lower total impulse. This behavior was 
found to occur with end-burning grains as well as star 
Shaped and cylindrical port internal burning grains. 

As a result of these early observations, subsequent 
development programs have included spin testing of full size 
prototype motors. The magnitude of the observed effects is 
indicated by typical spin test results (1, alt, as shown in 
Figures 1 and 2. These tests have generally been aimed: at 
determining the prototype performance under the actual spin 


‘Numbers in brackets [ indicate references listed 
on page 192. 
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FIGURE 1 
THRUST VERSUS TIME FOR SPINNING 


END-BURNING ROCKET MOTORS 
(VECCHIO AND HARNETT, [1] ) 
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environment and then attempting to reduce performance losses 
to an acceptable level by changing the propellant composi- 
tion and/or grain design. The NASA Langley Research Center 
(NASA-LEC) has two facilities for such testing. Their 
Rocket Motor Spin Test Apparatus [2] has been used to test 
fire solid rocket motors weighing up to 2800 pounds with 
diameters up to 30 inches and lengths to 147 inches. Motor 
performance has been investigated at spin rates from 100 to 
900 RPM. Their Variable Dynamic Force Vector Rocket Test 
Apparatus [3] is designed to study the combined effects of 
axial acceleration and spin. 

Harly work of a more fundamental nature was undertaken 
by Redel, Inc. [4], in which small end-burning motors were 
mounted on a centrifuge and fired while subjected to accel- 
eration fields up to 100 times the standard accelerat lonmes 
gravity. Various solid propellants were investigated and 
the qualitative results indicate that acceleration does in- 
deed affect the burning rate; the degree being dependent up- 
on the propellant type and the orientation of the accelera- 
tion vector to the burning surface. The significance of 
the results was somewhat obscured however by the deposition 
of slag in the motor nozZle throat Guring burner. 

The combustion zone in a spinning, end-burning rocket 
motor is subjected to an acceleration vector parallel to 
the burning surface. However, the information available to 
date indicates that the effect of spin on propellant burn- 


ing rate in end-burning motors may be largely due to 
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erosive burning” caused by the formation of a vortex in the 
motor chamber. The combustion Zone in a spinning motor 
with an internal burning cylindrical port grain is sub- 
jected to an acceleration vector perpendicular to the burn- 
ing surface. In addition, a vortex can be expected in the 
grain port. The work reported by Redel [4] indicates that 
the radial acceleration is a significant factor, but it is 
not known at this time whether vorticity in the grain port 
also affects the burning rate. If gas dynamics in the grain 
port is a significant factor, coupling with the accelera- 
tion affects may be involved. 

In view of the importance of spin effects on the deg- 
radation of rocket motor performance and the complete lack 
of quantitative experimental information it was decided 
to conduct a careful study of one aspect of the problen. 
Radial acceleration appeared to be the most probable cause 
of the burning rate increases observed in spinning motors 
with internal burning grains and for this reason was chosen 
as the subject for investigation. 

The objectives of the investigation were three-fold. 
The first objective was to determine the quantitative effect 
of acceleration on the burning rate of typical solid conm- 
posite propellants while burning at constant pressure. The 
second objective was to find the effect of pressure level on 
the burning rate increase at a given acceleration. The third 

“The increase in propellant burning rate observed in 


the presence of high velocity gas flow parallel to the burn- 
ing surface is called erosive burning. 


aa 


objective was to find the effect of changing aluminum mass 


3 


loading and aluminum particle size~ on the sensitivity of 
the propellant burning rate to acceleration. Such informa- 
tion could lead to a better understanding of the mechanisms 
involved, indicate areas for further research efforts, and 
serve as a basis for the construction and evaluation of 
analytical models. 

In order to study the effect of acceleration alone on 
propellant burning rate, it was decided to use conventional 
strand burning techniques in conjunction with a centrifuge. 
Such a system was designed and constructed for subjecting 
propellant strands to centrifugal force fields up to 2000 
times the standard acceleration of gravity while burning at 
preselected pressures from atmospheric to 3000 pounds per 
square inch. A 1665 cubic inch combustion bomb and surge 
tank volume ensured essentially constant pressure during 
burning, and the use of relatively short, two and one- 
quarter inch long, propellant strands at a centrifuge radius 
of three feet limited the total acceleration change during 
burning to less than seven per cent of the initial value. 

Other investigators have also been working on problems 
associated with spinning rocket motors, and during the 
course of the present study, investigations have been re- 
ported by Northam \5]. Crowe, et al. [6], ana Glick [7 J. 

7A uminum particle size refers to the mass median 
diameter of a mixture of particles. Aluminum particle size 


distributions typical of those used in composite solid pro- 
pellants may be seen in Figure 7, page 71. 


LCE 


The reported results, including two analytical models, are 
discussed in Chapter II. The centrifuge and associated 
equipment used in the present study are described in detail 
in Chapter III, and the experimental results are presented 


and discussed in Chapter IV. 
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CHAPTER II 
RECENT INVESTIGATIONS 


Three investigations concerned with the effect of ac- 
celeration on propellant burning rate have been reported 
Since the present work was begun. The first of these inves- 
tigations was reported by Northam [5] Who measured the burning 
rate of:an aluminized propellant in acceleration fields up 
to 300G. Northam used the NASA-LEC centrifuge described in 
Reference 3 to investigate the effect of acceleration on the 
burning rate of an aluminized composite propellant. The 
propellant had a PBAAt binder, ammonium perchlorate oxi- 
dizer, and an aluminum fuel additive. <A test motor with a 
Slab grain 4 inches wide x 6 inches long x # inch thick was 
used. The motor was mounted on the end of the centrifuge 
arm with the radial acceleration vector at various angles to 
the burning surface. Acceleration levels were up to 300G 
With the acceleration vector directed into, parallel to, 
away from, and at angles of 30° and 60° to the burning sur- 
face. Average chamber pressures ranged from 350 to 829 
psia. Chamber pressure variations were obtained by using 
motor nozzles with different throat areas. The results in- 


dicate that only acceleration perpendicular to and toward 


Ly 


PBAA refers to a binder material, the composition 
of which is presently classified. 
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the burning surface affects the burning rate. Burning rate 
increase at 300G was approximately 30%. 

The second investigation was reported by Crowe, et 
ai. [6 |. Crowe's work represents the first known attempt at 
analyzing the effect of acceleration on the burning rate of 
aluminized composite propellants. 

Crowe first considered the effect of the aluminum par- 
ticles being delayed in their flight away from the surface 
end thus burning closer to the surface. He divided the 
strata above the propellant surface into four regions of fi- 
nite thickness. In region one, the fuel and oxidizer begin 
to mix and ignition occurs. In region two, the binder and 
oxidizer reaction takes place. In region three aluminun 
particle ignition takes place, and in region four, the alumi- 
num combustion takes place. The gaseous reactants and prod- 
ucts are treated as perfect gases with constant molecular 
weight, and the combustion in regions two and four is treated 
as the addition of heat at a constant rate per unit length. 
Although ignition takes place in regions one and three, the 
net heat addition in these regions is assumed to be zero. 

Assuming the Mach number to be small and hence kinetic 
energy to be negligible, Crowe then wrote the steady flow, 
one dimensional energy equation in each of the four regions. 
The four regions were matched at their boundaries with the 
requirement that temperatures and temperature gradients be 
equal. The result was an expression for heat transfer to 


the unreacted solid propellant in terms of the energy 
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addition in regions two and four, the thicknesses of each 
of the four regions, the physical properties of the gas, and 
the mass flow rate. 

By assuming the thickness of region four to be greater 
than region two, Crowe showed that the contribution of the 
aluminum combustion to the surface heat transfer is negli- 
gible unless particle ignition takes place only a few mi- 
crons from the surface. 

This result led to a second model in which Crowe as- 
sumed that sufficiently large particles remain on the sur- 
face until they have burned to a critical size. This 
critical size is achieved when the aerodynamic drag force 
is just equal to the particle weight. Until a particle 
reaches critical size, the energy released during combustion 
contributes to the heat transfer to the propellant surface. 
Having burned to less than critical size, the particle 
leaves the surface. Once a particle leaves the surface its 
combustion is assumed to contribute nothing to the surface 
heat transfer rate. Those particles initially less than the 
critical size leave the surface immediately and hence have 
no effect on the rate of heat transfer to the propellant, 

The energy equation developed by Crowe and based upon 


the assumptions discussed above, is 


AQ = Pi(r-r,)h, = p,rzQt (r , OO) (1) 


pe’ "pm 


where 


AQ = additional energy transferred to surface 
(cal/cm< sec) 
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P. = propellant density (gm/cm?) 


r = burning rate with acceleration (cm/sec) 

ro = burning rate without acceleration (cm/sec) 

h, = heat of vaporization (cal/gm) 

G = mass fraction of aluminum in the propellant 

Q = energy released by aluminum combustion (cal/gm) 
Yoo = critical particle radius (cm) 


pm = mass median particle radius (cm) 


Q 
u 


variance 
f(rp¢/Tpm> 7 ) = fraction of mass which must be removed 
to reduce all particles larger than the 
critical size to the critical size 
Equation (1) is an expression for supplemental energy 
available for transfer to the surface due to acceleration. 
The rate of heat transfer from the gas phase reaction, which 
is assumed to be rate controlling in the absence of accelera~ 
tion, is also assumed to be unaffected by the acceleration 
field. The mechanism of energy transport to the surface and 
its possible dependence on acceleration are not considered. 
The equation predicts that the burning rate increase varies 
with aluminum mass loading, and it predicts that the burning 
rate of a non-aluminized propellant (3 = 0) will not be af- 
fected by acceleration. Stokes flow is assumed for particle 
drag, hence the burning rate increase is sensitive to pres- 


sure only to the extent that gas velocity is affected. Re- 


arranging Equation (1) one can obtain 


- i 
r/To = TZ BQ/hy)f (rp o/Tpm: 7 ve) 
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Crowe assumed a log-normal particle distribution and found 
the function f(r 5 6/Tpm?) Assuming the burning rate to 
increase by a factor of two when all particles burn com- 
pletely on the surface, the factor (2Q/h,,) equals one-half. 
The resultant dependence of burning rate on acceleration is 
shown in Figure 3. Figure 3 shows that if all the parti- 
cles are the same size, acceleration will have no effect on 
propellant burning rate up to the critical acceleration. 
Similarly, with a non-zero variance, acceleration will have 
no effect until the critical acceleration of the largest 
particles is reached. The Figure also shows that the as- 
sumed maximum burning rate increase is approached faster 
with a small variance. 

Crowe and his co-workers also performed experiments 
with a test motor spinning about its longitudinal axis [6,8] 
The internal burning solid propellant grain had a cylindri- 
cal port and tapered ends to provide a constant burning 
surface area. Spin rates were selected to give radial ac- 
celerations at the burning surface up to 114G at the end 
of burning, and the centerline nozzle area was chosen to 
give a nominal static chamber pressure of 600 psia. The 
composite propellants investigated were PBAN? - ammonium 
perchlorate (AP) formulations with variations in AP crystal 
size, aluminum mass loading, and aluminum particle siZe. 

No significant change in burning rate was found for 


the propellant without aluminum. The aluminized 


OPBAN refers to a binder material, the composition 
of which is presently classified. 
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propellants all showed an increase in burning rate, the 
magnitude depending on AP crystal size, aluminum mass load- 
ing, and aluminum particie size. ew eects BOmeuywO pices 
pellant variations are shown in Figures 4a and 4b. 

Comparing Figures 3 and 4b, we see that the trend pre- 
dicted by the critical particle size model generally agrees 
with the data. The data indicate a critical acceleration 
of about 20G, and a maximum burning rate increase factor of 
at least 1.4. Figure 4b also shows a higher burning rate 
increase factor at the end of one firing at 30G than at the 
beginning of another at 32G. This indicates that accelera- 
tion effects may be time dependent. 

several difficulties are encountered in applyimg 
Crowe's model. The first question one must ask is: What 
is the mass median particle size and what is the variance? 
The size distribution of the aluminum particles added wre 
the propellant during mixing is determinable by several 
methods. However, there is evidence to indicate thav wthe 
aluminum particles, once exposed by the regressing binge 
oxidizer system, do not burn as individual particles: 

Crump [9] has taken high speed pictures (4000 frames/ 
sec) of burning aluminized composite propellants ina 
one G field. His films show particles of aluminum, exposed 
by the regressing fuel and oxidizer, accumulating on the 
surface. That is, the particles” téndéd to stick cCoge mw 
apparently maintaining the same spatial relationship as in 


the binder. The accumulated aluminum then ignited, fused 


30 


ND 
e 
nN 


| | 
Each set of points represents 
burning rate variation measured 
for a single firing. 
PBAN 0.19 inf 
(x _ 50.19 in./sec). 


~~ 
& 
® 


1.0 


Burning Rate Increase Factor (r/m=)) 
7 
S 


© 
© 
Oo 





Radial Acceleration G 


FIGURE 4a 


EFFECT OF RADIAL ACCELERATION ON BURNING RATE 
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FIGURE 4b 
EFFECT OF RADIAL ACCELERATION ON BURNING RATE INCREASE OF PROPELLANT 


CONTAINING ALUMINUM POWDER WITH e¥ MASS-MEDIAN DIAMETER 
(CROWE, et al., [ 
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into a ball (agglomerated) and was swept away from the sur- 
face. The agglomerates were generally 100 to 300 microns 

in diameter. Variations were made in binder material, 
initial aluminum particle size, oxidizer crystal size and 
aluminum mass fraction. The motion pictures indicate no 
significant effect on agglomerate size due to changes in 
binder material or initial aluminum particle size. Decreas- 
ing oxidizer crystal size and aluminum mass fraction both 
tended to decrease the agglomerate size. 

Crump's results not only indicate that initial alumi- 
num particle size is not relevant to Crowe's model, but 
they also suggest that the agglomerate size distribution 
which is significant to the model is not independent of ac- 
celeration. Certainly collision and fusion of agglomerates 
would be expected as the agglomerate population density in- 
creases at the propellant surface. 

A more basic difficulty is the assumption that parti- 
cles greater than the critical size burn on the surface 
until reaching the critical size, after which they are car- 
ried away by the flow. This implies that the products of 
aluminum/oxidizer combustion are carried away by the flow. 
Crump's work, however, indicates that at least some of the 
oxide is deposited on the molten surface of the agglomerates 
Where it collects in the form of a cap. The results re-= 
ported in the present investigation also indicate that with 
as little as 8G acceleration, not all of the oxide escapes 


from the burning surface. As acceleration is increased, 


oe 


the amount of oxide swept away by the flow decreases. At 
several hundred G it appears that a large mass of oxide in 
the vicinity of the burning surface must be considered. 

The second known attempt at analyzing the effect of 
acceleration on solid propellant burning rate was reported 
by Glick. [7] Glick proposed an extension to Summerfield's 
granular diffusion flame model [10] to predict the effect 
of acceleration on the burning rate of non-aluminized com- 
posite propellants. 

In Summerfield's model [10] it is assumed that propel- 
lant burning rate is controlled by the rate of energy 
transfer from the gas-phase reaction to the propellant sur- 
face. It is further assumed that the fuel vapor and/or 
oxidizer vapor is liberated from the solid propellant in 
the form of pockets. The mass content of these pockets is 
assumed to be dependent on oxidizer crystal size but not on 
pressure. At low pressures, chemical reaction rates are 
assumed to control the burning rate. At high pressures 
the chemical reaction rates are assumed to be sufficiently 
high so that the rate controlling mechanism is the diffu- 
sion of fuel and oxidizer species into the reaction zones 
at the pocket boundaries. 

The energy balance for heat transfer to the propellant 


surface by conduction is written 


D gs [Elec = Bes(Te-To) - iQ, (3) 
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where 


A = thermal conductivity of the gas at the 
Bs gas-solid interface (cal/cm sec °K) 
aut _ temperature gradient in the gas at the 

fae "™interface mucw em) 

m = mass flux (gm/om* sec) 

ea = specific heat of the solid (cal/gm °K) 
a = propellant surface temperature (°K) 

lg = propellant initial temperature (°K) 

Qo = energy liberated during exothermic 


decomposition of fuel and oxidizer (cal/gm) 


The temperature gradient (dT/dX) og is approximated by 
dT] | } 
[SE es ~ (T,-T,)/L (14) 


where T, (°K) is the flame temperature and L (cm) is the dis- 
tance from the propellant surface to the point where the gas 
phase chemical reactions are complete (flame thickness). 
The flame thickness L = (i/p ,)T where P(gn/cm?) is the 
gas density and fT (sec) is the lifetime of a fuel pocket. 
At high pressure where diffusion is assumed to be rate con- 
trolling, the lifetime £ is proportional to d*/D where 
d(cm) is the average diameter of a fuel pocket and 
D(cm“/sec) is the binary diffusion coefficient. 

Combining Equations (3) and (4), 


A oa(T4-T,)/L 
- Ae ‘Gy, 


Ps |es(Ts-To) -@s] 


where r = propellant burning rate (cm/sec) 


Ps 


density of solid propellant (om/cm) 
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Glick extended Summerfield's model to account for the 
effect of acceleration on the flame height L. He assumed 
the fuel gas to be more dense than the oxidizer gas, so 
that in the presence of an acceleration field the buoyancy 
force would tend to produce relative motion between the fuel 
pockets and the surrounding oxidizer gas. Glick considered 
the effect of this relative motion on convective mass trans- 
port and the velocity with which a fuel pocket would move 
away from the surface. 

The only acceleration dependent parameter on the right 
hand side of Equation (5) is L. Hence the burning rate 


augmentation may be written 


= L/L (6) 


oo 


where the subscript (o) denotes the absence of acceleration. 


The flame height L may be written 


ie Upt 
where 


Up = component of fuel pocket velocity normal 
to surface (cm/sec) 


T = pocket lifetime (sec) 
With no acceleration, the fuel pocket velocity equals the 
mass average velocity ro We ae and the pocket lifetime T is 


proportional to a“/D, hence 


Loe Po P,d°/ PD (7) 


a2 


With acceleration, the fuel pocket velocity ecumponent 


Up 1s 
Up = am - AUcos®O CoM 
where 
- = mass average gas velocity (cm/sec) 
AU = relative velocity between fuel pocket and 
oxidizer (cm/sec) 
9 = angle between the acceleration vector and an 


inward-drawn normal to the propellant surface 
The pocket lifetime © is reduced by Une convective mas. 


transport. The rate of convective mass transfer m is 


m = Wye AC iG ar (9) 
where 
hp = convective mass transfer coefficient (cm/sec) 
A = surface area (cm“) 
ACy = concentration difference = Py 
Pe = density of fuel gas (gm/cm?) 


€ = mass of fuel pocket (gm) 


Using Equation (9) Glick obtained for the particle lifetime, 
Ex (d°/D) (vem (10) 


The Sherwood number Sh = hp d/D and is the ratio of the con- 
vective mass transport to the diffusive mass transport. 


Equations (8) and (10) combine to give 


L = UpT & (U,-AUcos@) (a*/D) (1/Sh) Gia) 
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From Equations (6), (7), and (11), 
t,o ieee le) 7 [(U,-AUcos@) (1/Sh)} (2 ) 


To find (Ug-AUcos@) Glick assumed the fuel pocket 
buoyancy to be balanced by the drag force. For the fuel 
pocket drag coefficient he used Cp = 16/Re which Redfield and 
Houghton [11] showed to apply to gas bubbles rising through 
a liquid at low Reynolds numbers. Using this value of Cp: 
the following expression is obtained for the effect of 


acceleration (a) on fuel pocket velocity. 
(U,-AUcos 9) = Pa) Pe - ad“ Ap (cos @)/16fM,. (13) 


a = acceleration (cm/sec) and M = gas viscosity (gm/cm sec) 


For the Sherwood number Sh, Glick used the form 


cf: 1 
Sh = C, + C, (ScRe)? = C, + C,(Aud/D)* (14) 
Substitution of AU from Equation (13) into (14) gives 
Sh = C, + C.(ad2AP/m_D)2 (15) 
el oe P/M, 5 


Combining Equations (12), (13), and (15) yields the final 
expression for r/r,. Glick obtained 
7 oe = C, (Gr/Re, )cos © Ti 
2 Zee z s 
C3(Gr/Re,) cos’@ +C, (GrSc) ar (16) 
where 


Gr = aé AP P,/ phe Pe 


OM 


Se Bal P oP 
9 = Pret o/ Meg PE 


Glick pointed out that the model ceases to apply as avo, 


Re 


Vim 
because 


ara t/To 7M =©and because at sufficiently high ac- 


celeration the fuel gas will not escape from the surface. 

He also stated that acceleration effects should be insensi- 
tive to pressure. It is agreed that Sc and Re, are sensi- 
tive to ne eee only through the viscosity J»: However, 
it would appear that Gr is directly proportional to pressure 
Since gas density appears twice in the numerator and only 
once in the denominator. Hence aS should increase with 
pressure. 

Glick also pointed out that reducing oxidizer particle 
size will reduce the burning rate augmentation 1G/ae This 
is in agreement with the results for metallized propellants 
reported by Crowe [3 | and in Chapter IV of this work. 

It can be shown that the combination of Equations (12), 
(13), and (15) with appropriate manipulation results in the 


following expression for aoe 


t/a = (Gr/32Re.)cos © tr 


Zane £32 
[(Gr/32Re,) cos @ +C,+C,Gr*5c* | (17) 


The boundary condition on Equation (17) is that at 


ear ye = 1. Hence C, = 1. Rewriting the first term 


On 


Ng granular diffusion flame model predicts r, to 
Vary acs — 3 


at high pressure. 10] 
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of Equation (17) in terms of the problem variables, 


2 2 
a“ (F./ p.- P 
(Gr/32Re,)cos® = nm Ve Fao fo! PallP cose = QD 


32M, Pst o 
All the variables in D can be reasonably estimated with the 


exception of fa“ P,/ Ia en P..)| Equation (17) becomes 


= + 
r/r, Pr naa? IP p- pip|p2® , 7a 
Oa aice —“—- Sc? +1 (18) 

& 

The absolute value sign | fe/ ee Be ia appears in Equation 
(18) because convective mass transport depends on the magni- 
tude only of the relative motion and not the direction of 
relative motion. The terms involving D in Equation (18) 
are relative motion terms expressing the effect of accelera- 
tion on the fuel pocket velocity. The term involving C., in 
Equation (18) is the mass transport term. 

An important unknown quantity in Equation (18) is the 
fuel pocket dimension d. Since 100 microns is generally 
thought to be the order of the flame height L for typical 
composite propellants, the fuel pocket dimension d is proba- 
bly no more than 50 microns. The relative densities of the 
fuel and oxidizer gases are also important, but the composi- 
tion of binder gasification products is not known at this 
tilmer. 

To show the effect of acceleration on a typical non- 


aluminized composite propellant as predicted by Equation (18), 


BIy 


the variables are assigned the following values. 


1.08 cm/sec 


KF 
iI 


P = 1000 psia = 70.3 Kg/em* 

Rh = "onl? x 10" gem cm/gm mole °K 
W = 22 gm/gm mole 
fee OO ore 

P. = 46 ee 


d = 50 microns 


6 = 0 
_ -4 
M = 5 oe gem/cm sec 
PD = Peex 1074 em/com sec 
pea ye = gas 107? em/em? 
We = molecular weight of fuel gas (gm/gm mol) 
ae = molecular weight of oxidizer gas (gm/gm mol) 


It is assumed that the fuel gas and oxidizer gas are the 

same temperature. If the solid propellant is 20% binder 

and 80% oxidizer, it can be shown (see Appendix I) that the 

assumption W, ~ 2W. leads to ( P/ lee fae = 1. 

Theme) — seme 107°G, where G = a/&o, and & = 980 om/sec*. 
Assuming» the fuel pocket dimensioned to be independems 


of acceleration, Equation (18) may be written 


r/r. = 6.1x107°G + [(6.1x1077G) * + KCE 4+ 1]? (19) 


Equation (19) requires only one datum point to predict 
the burning rate change at other accelerations. If we choose 
2 


ie] Te ='1936 at 1500G., thengkK = ae aoe The choice of 


fuel pocket size d and the relative fuel and oxtetZe ee. 
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densities have a large effect on the relative importance 
of @. The coefficient K is also affected, but to a lesser 
extent. 

If we had chosen the fuel pocket dimension to be 20 mi- 
crons, then D =m On xk 107°c, K = 2.09 x 10m, 


and 


r/r. = 9.76x107°G +[(9.76x107°G)® + 2.09x1072c? + 1]® (20) 


Equations (19) and (20) are shown in Figure 5. 
The burning rate change with acceleration predicted by 
Glick's model is compared with experimental results of this 


investigation in Chapter IV. 
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CHAPTER III 
EXPERIMENTAL EQUIPMENT AND PROCEDURES 
I. EQUIPMENT 


General 

The 76 inch diameter centrifuge shown in Plate i was 
designed and constructed at the U.S. Naval Postgraduate 
School, Monterey, California. The centrifuge was installed 
in an experimental test cell at the School's Rocket Labora- 
tory. The configuration shown was designed to study the 
burning rate of solid propellants in acceleration fields up 
to 2000G. The 1665 cu. in. bomb - surge tank system on the 
rotor was designed for operating pressures up to 3000 psig. 
The centrifuge could be used for other purposes by fitting a 
suitable rotor to the vertical shaft. The centrifuge capaci- 
ty was 36,000 g-pounds at a maximum speed of 1450 RPM. 

A 12 channel slip-ring assembly was provided for in- 
strumentation on the rotor. Pressure in the combustion bomb 
was sensed by a pressure transducer. 

Propellant burning rate could be determined by two meth- 
ods. Three timers were used to record elapsed burning time 
over known distances, and the total burning time of the 
Sample was determined from the pressure time history recorded 


on a Visicorder chart. 


43 


VI 


TI ATYIA 
LyOnos 


rt TT Tae 5 ~s 
droead dh 2 he ty 


YO 
vour 


OLY 
Rn 


a ¥) é wT 
ALTVO “ARS 
NGVUE LSOd 7 


Lh Tr - Steyr 
rT pk we de 


tT 2iVId 


T Alito ate$ 
| 

sath 

ve v7yr7T 


Val y 


LT toe eT 
oie Wb 





Zane 


The centrifuge was operated from the remote control sta- 
tion shown in Plate 2. 

Centrifuge 

The centrifuge base structure was of welded and bolted 
construction. The base was constructed from standard 12 
inch channel and wide-flange beam stock. The struts support- 
ing the upper bearing housing were standard steel pipe. 

The centrifuge shaft rotated in two bearings. The low- 
er bearing was an SKF self-aligning double-row ball bearing, 
and the upper bearing was an SKF spherical roller bearing 
(self-aligning). Loads from the lower bearing were trans- 
mitted through the base structure to a thrust pad in the 
floor.: Loads from the upper bearing were transmitted to the 
walls of the test cell through the tubular struts. 

The structural parts of the rotor were made of aluminun, 
and were bolted together with aircraft quality steel bolts. 
The rotor arms were constructed from 3/4 inch plate. To 
these main structural members were secured the combustion 
bomb, surge tanks and connecting tubes, fittings and valves, 
pressure transducer, and counterweight. 

The rotor assembly was secured to the shaft by a pivot 
pin. Thus the rotor was dynamically self-balancing. Static 
balancing was accomplished by setting the rotor on a balanc- 
ing stand and adding or removing counterweight plates. - 

Aerodynamic drag was reduced to an acceptable level by 


fairings on the rotor arms. 
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Combustion Bomb - Surge Tank System (Rotor System) 


The bomb - surge tank system was wholly contained in 
the rotor assembly which is shown in Plate 3. It consisted 
of the combustion bomb, two surge tanks, and connecting tubes 
and valves. Hereafter, this system will be referred to as 
the Rotor Systen. 

The combustion bomb was made from three pieces of 321 
stainless steel. A hemispherical cap and a reducer section 
were welded to a cylindrical center section. The reducer 
section had a 1 7/8 inch I.D. port to permit insertion of 
the strand holder. The strand holder also served as a plug 
and was locked in place with an aluminum collar. The bomb 
had an inside diameter of 4 inches and a capacity of 115 cu. 
in. It was designed for a working pressure of 3000 psi and 
was hydrostatically tested to 4500 psi. 

The two surge tanks were Navy SCUBA tanks with a capac- 
ity of 725 cu. in. each. They were made of 6061-T6 aluminum 
and were designed for a working pressure of 3000 psig. The 
tanks were lined with Dow Corning Q 92-009 silicone rubber 
sealant for protection against corrosion. 

The tubing used in the system was peemiles a annealed 
321 stainless steel. The bomb and surge tanks were con- 
nected by 0.375 in. 0.D. x 0.258 in. I.D. tubing. A ball- 
valve was located between the bomb and the: tanks. 

The system was pressurized through a quick disconnect 


fitting located between the ball valve and the surge tanks. 
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The system could be de-pressurized by a hand operated 
discharge valve or a solenoid valve actuated by a switch on 
the control console. Both valves were connected to the bomb 
ime 0.250 in. 0.D. x 0.180 in. I.D. tube. 

Pressure in the bomb was sensed by a pressure trans- 
ducer which was connected by a 0.250 in. O.D. x 0.180 in. 
I.D. tube to a tee in the discharge line. 

A diagram of the Rotor System is shown in Plate 4. 
Strand Holders 

The strand holders were all of the same basic type as 
shown in Plates 5, 6, and 7. The basic components were a 
machined aluminum plug, canvas phenolic slab and strand sup- 
port, insulation sheet, and gland seal. The aluminum plug 
was a slip fit in the throat of the bomb and the flared edge 
at the top of the plug was a metal-to-metal fit relative to 
the bomb throat seat. Thus the strand holder was supported 
in high radial acceleration fields, and extrusion of the 
O-ring seal was avoided. 

The slab and strand support, both of canvas phenolic, 
provided structural support for the propellant sample. The 
Slab was fastened to the plug with two #10-32 FH screws, 
and the strand support was bonded to the slab with APCO 210 
Resin and 180 Hardener. #6-32 brass machine screws were 
used for timing and ignition circuit terminals. The termi- 
nals were connected to an Amphenol plug by #20 enameled cop- 


per magnet wire. The copper wires were bonded to the back 
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of the slab with APCO epoxy to protece them from contac’ Wire 
the combustion products. 

Strand holders for use with the electric timers had five 
pairs of terminals on the slab; four for Che timing circuits 
and one for the ignition circuit. One terminal of each pair 
Was a common ground to the aluminum plug. The remaining 
five leads were connected to the Amphenol plug through a 
single 1/8 in. dia. gland in the aluminum”plug. The gland 
Was reamed on the inside with a 10° tapered reamer so that 
the inside of the hole looked like a long thin funnel. With 
the electrical leads installed, the remaining space was 
filled with APCO epoxy using a hypodermic syringe and needle. 
The epoxy provided an effective gland seal for internal pres- 
sures up to 1000 psig. At 1500 psig some leakage occurred. 

The essential difference between the strand holders de- 
Signed for use with the electric timers and those designed 
for use only with the pressure instrumentation was that the 
latter had only one pair of terminals. Also, commercial 
gland seals were used exclusively in the two wire strand 
holders. 

The canvas phenolic slab was protected from direct con- 
tact with the erheis vaaiene by a 3/32 ae thick phenediie 
plastic insulation sheet (FSN 9330 282 5641). The insula- 
tion sheet covered the entire slab and was held in place by 
the ignition wire terminal nuts and a #3-48 screw near the 


aluminum plug. 
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Propellant samples were placed on the strand holder with 
their bases resting on the strand support. Masking tape 
wrapped around the sample and strand holder as shown in Plate 
6 held the sample securely in place at all acceleration 
levels up to 2000G. 

A drawing of the propellant sample and strand holder 
installed in the combustion bomb is shown in Plate 7. 
Instrumentation and Electrical 

RPM instrumentation consisted of a SPACO type PA-1 
Magnetic Pickup and a Berkeley Model 5545 EPUT Meter. The 
timing disc had 30 teeth and was mounted behind the shear 
coupling. See Plate 8. With a counting period of one sec- 
ond, RPM/2 was read on the EPUT Meter. 

A Lebow Model 6109-12 instrumentation slip ring assen- 
bly was mounted on the centrifuge shaft above the brake 
disc. The assembly was rated for 2000 RPM maximum and had 
coin-silver rings and silver-graphite brushes for low noise. 
Electrical leads from the ring terminals passed through two 
holes in the hollow shaft and connected to the underside of 
a circular terminal block in the top of the shaft. The slip 
ring assembly is shown in Plate 9. 

Pressure in the combustion bomb was sensed by a Daystrom- 
Wiancko Type P2-3086 or P2-1251 variable reluctance pressure 
transducer. The transducer was mounted at the centrifuge 
axis of rotation in order to minimize the effects of accel- 
eration on the instrument. 28 v. d.c. excitation was pro- 
vided by a Hewlett-Packard Model 721A power supply. The 
zero to 5 v. d.c. output was read on a Weston Model 911 D.C. 


Voltmeter having an impedance of 20K/\ /volt. 


DD 





Pressure change in the bomb was recorded on a Honeywell 
Model 1508 Visicorder. A bucking voltage was applied to the 
transducer output with a 6 voltdryeell battery and a poten- 
tiometer. The resultant small signal then went to a Kintel 
Model 112A single ended D.C. Amplifier. Amplifier output 
was fed to an M400-120 galvanometer in the Visicorder. 
Variable series and shunt resistors in the galvanometer cir- 
cuit permitted adjustment of chart span and galvanometer 
damping. Zero adjustment was provided by changing the buck- 
ing voltage potentiometer setting. A schematic drawing of 
the circuit is shown in Plate 10. 

Average burning rate was determined by recording 
elapsed time during burning over a known distance. The pri- 
mary means utilized the pressure time history recorded on 
the Visicorder chart. Burning was assumed to commence when 
the pressure began to rise, and end when the pressure stopped 
rising. Dividing the initial sample length by the total 
burning time gave the average burning rate. 

The secondary means utilized timing Wires and electric 
timers. Three Standard Hlectriceine ec odet oT inews 
were used for recording elapsed time. 115 v. a.c. power to 
the timer motor clutch coils was controlled by Magnecraft 
W133MPCX-3 mercury-wetted contact SPDT relays. 

Four timing wires were equispaced in the propellant 
sample. The timing wires were 0.008 inch diameter Pyro-fuse, 


which was composed of an aluminum core sheathed in palladium. 
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At 600° F, the metals alloyed rapidly and exothermically, 
thus breaking the 6 v. timer relay holding coil circuits. 

The propellant sample was ignited by a #32 (0.008 in. 
dia.) nichrome resistance wire. Power was supplied from the 
129y, dsc... pus. 

Continuity of the ignition and USming circuits coulda. 
checked by means of a rotary switch which applied 6 v. d.c. 
power to five continuity test lamps. Schematic drawings of 
the ignition, timing,” and continuity test cirenvits are Siem 
in Plates 11, 12, 13, and 14. 

Vibration of the centrifuge structure was monitored 
from the control station by reading on a Honeywell Model 1508 
Visicorder the output from a vibration pickup. “Them@pickie 
was a Statham Model A5A-15-350 accelerometer (115 g) which 
was mounted on the centrifuge structure near the upper bear- 
ing (Plate 3). 10v. d.c. excitation was provided by the 
28 v. d.c. output from a Hewlett-Packard Model 721A power 
supply in series with a dropping resistor. The t 4 mv. out- 
put from the accelerometer was fed directly into wnwZ00=n 
galvanometer in the Visicorder. <A schematic drawing of the 
circuit is shown in Plate 15. A microphone was located just 
below the lower bearing at the base of the centrifuge. Audio 
noise thus picked up was passed through an amplifier to ear- 
pnones worn by the operator: 

The engine electrical system was a standard 6 v. auto- 


mobile system. <A schematic drawing is shown in Plate 16. 
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PLATE 12 
115 V AC ELECTRICAL CIRCUIT 
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TIMING, IGNITION, AND CONTINUITY-TEST CIRCUITS 
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M400—120 Galvanometer 
in Honeywell Model 1508 Visicorder 


6 V OC Bus 
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PLATE 14 


VISICORDER TIMING CIRCUIT 
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Nitrogen Charging System 


The nitrogen charging system consisted of a four- 
bottle manifold, regulator, gauge panel and flexible charging 
hose. The manifold was a Victor "Simplex" discharging type 
with a shut-off valve for each bottle and a master shut-off 
valve at the manifold outlet. The pressure regulator was a 
Victor GD 31 Gas-o-dome regulator, rated for 3600 psi inlet 
and outlet pressure. 

On the gauge panel were mounted three Marsh Type 220-38 
pressure gauges with pressure ranges of 0-1000 psig, 0-3000 
psig, and 0-5000 psig. Suitable valves permitted the selec- 
tion of the appropriate gauge for use in pressurizing the 
surge tanks and combustion bomb. The flexible charging hose 
was connected to the rotor system by means of a quick- 
g@disconnect coupler. 

Drive System 

The centrifuge was driven by a 1954 Chevrolet engine 
with a 1950 Powerglide transmission. Power was transmitted 
to the centrifuge via an automobile drive shaft and a Boston 
VR158 Spiral Miter Gear Box. A 285 ft-lb shear coupling was 
fitted on the miter gear input shaft, and a double strand 
roller chain flex-coupling transmitted the torque from the 
miter gear vertical output shaft to the centrifuge shaft. 
Controls 

The engine throttle setting was controlled by an Adel 
ISOdraulic Remote Control System. The centrifuge was 


equipped with a hydraulically actuated disc-type brake. 
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The brake was actuated by a foot pedal, and a hand operated 
cam was used to lock the brake in the ON position. The 
brake components are shown in Plates 2 and 8. 

A deadman switch was incorporated in the engine igni- 


tionmelreult asa safety pretateien, 


II. PROPELLANT SPECIMENS 


Formulations 

Three basic composite propellants were utilized in this 
investigation. The first with a polyurethane binder, the 
second with a carboxy-terminated polybutadiene binder, and 
the third with a PBAN binder. All three propellants con-— 
tained ammonium perchlorate oxidizer (AP), and various 
amounts of spheriodal aluminum powder (Al). 

The polyurethane and carboxy-terminated polybutadiene 
propellants were prepared by the U.S. Naval Ordnance Test 
Station (NOTS), China Lake, California. The PBAN propel- 
lants were prepared by United Technology Center (UTC), Divi- 
sion of United Aircraft Corp., sunnyvale.) Calin omiiia. 

To facilitate discussion in subsequent sections, the 
polyurethane propellants have been designated the X100 
series. The carboxy-terminated polybutadiene propellant is 
the X200, and the PBAN propelWants are the 2 500" serices 


Specific formulations are as follows: 
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X100 series. Three variations in the X100 series 
were investigated. 


Peli wt. % 
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The AP mass median diameter was 195 microns (Tyler 

sieve). The particle size distribution is shown in Figure 6. 
The H-3 and Al(123) aluminum powders had mass median diame- 
ters of 6.3_and 31 microns respectively (micromerograph). 
The particle size distributions are shown in Figure 7. 
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Particle Size, microns 
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The H-5 aluminum powder had a mass median diameter of 
7.1 microns (micromerograph). The particle size distribu- 
tion is shown in Figure 7. The tri-modal AP consisted 
generally of 20% 600 micron spheres, 50% as received, and 
25% ground. 


The mass median diameter was 195 microns (mi- 


cromerograph). The particle size distribution is shown in 
Paice so. 


Three variations in the X300 series 
were investigated. 
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The H-10 aluminum powder had a mass median diameter of 
approximately 14 microns, and the H-322 aluminum powder had 


a mass median diameter of 47 microns (micromerograph). 
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The bi-modal AP consisted of 2/3 as received (190 micron 
mass median dia.) and 1/3 ground (9 micron mass median dia.). 
The aluminum particle size distribution is shown in Figure 9, 
and the AP particle size distributions are shown in Table I. 
Preparabvion Of Fropellanveepec mens 

The propellants obtained from UTC were received cast in 
10 inch long paper phenolic tubes. The tubes had a wall 
thickness of 1/16 inch and inside diameters of ¢ inch and 
by Oo sine. 

The propellants obtained from NOTS had been cast in 
blocks and then machined into square strands. The strands 
were 0.2 inch x 0.2 inch x 4% inches long and 0.4 inch x 
O.4 inch x 43 inches long. Each strand was spirally wound 
with three turns of heavy-duty household string and placed 
in a form for applicavrvon of the unt picom, 

The inhibitor used on the strands was an unsaturated 
polyester resin cured with a peroxide. The resin used Was 
Selectron 5119 (Pittsburgh Plate Glass). The curing agent 
was a 60% solution of methyl ethyl ketone peroxide in di- 
methyl phthalate ("Garox,'" Ram Chemical Co., Gardena, 
California). The ratios used were 92% Selectron and 8% of 
the curing catalyst. The inhibitor was cured at room tem- 
perature. 

The outside dimensions of the inhibitor cases were 
+ inch x $ inch x 4 3/4 inches for the 0.2 x 0.2 inch 


strands and 3/4 inch x 3/4 inch x 4 3/4 inches for the 0.4 
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x 0.4 inch strands. The propellants were received from 
NOTS processed as described above. 

All propellants received from UTC and NOTS were x-rayed 
for voids using a standard overhead medical x-ray unit. 

Only about one percent of the X100 series and X200 alumi- 
nized propellants were rejected on the basis of the x-rays. 
Nearly 60% of the non-aluminized X101 propellant samples 
were rejected due to many small voids in the propellant. 
Approximately 30% of the X300 series propellants were re- 
fected due to voids between the propellant and the tube walL 

The propellants selected for investigation were then 
cut into appropriate lengths. Those to be used with timing 
Wires were cut with a hacksaw using the jigs shown in 
Plate 17. The sample lengths were 2 3/4 in. for 3/4 in. 
wire spacing and 24 in. for $ in. wire spacing. Those to be 
used without timing wires were cut on a bandsaw into 2% in. 
lengths. 

Samples to be used with the electric timers were drilled 
for timing wires with a #72 (0.025 inch dia.) drill. The 
jigs shown in Plate 17 were used for hole spacing. Guide 
holes in the jigs were located with a dividing head within 
0.0005 in. Four holes were drilled in the sample at % inch 
or 3/4 inch intervals with at least = inch between the be- 
ginning of the sample and the first timing wire, and at 


least = inch between the last timing wire and the end of the 


Sample. 
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After numbering, the length of each sample was measured 
With a micrometer caliper or a 2 to 3 inch micrometer. 
Repeated measurements indicated that the measured lengths 
were accurate to plus or minus 0.002 inch. The height and 
width of the square cut strands were measured at each end 
with a scale graduated in 50ths of an inch. The length and 
average height and width were recorded. 

With the exception of a few early test specimens, a cap 
of high-temperature epoxy (Hetron 197) was cast on one end 
of each sample. A piece of 3/4 inch wide masking tape 
Wrapped around the end of the sample provided the walls for 
the form. After curing at room temperature, the cap was 
sanded square on a disc sander, the final cap thickness be- 
ing 1/8 to ¢ inch. Thus each test specimen was similar to 
@ small end-burning motor with a port-to-throat area ratio 
of one. The "motor case" was paper phenolic tube or poly- 
ester resin, and the epoxy cap served as the head-end 
closure. 

The samples were prepared with a rigid inhibitor and 
end closure for two reasons: to provide mechanical sup- 
port for the visco-elastic propellant in the anticipated high 
acceleration environment, and to retain any non-gaseous resi- 
due that might remain at the end of burning. 

The samples were stored in a hazard-safe oven at ambi- 
ent temperature (10 to 259 C.). Samples of the particular 
propellant being investigated were stored in a refrigerated 


oven at 209 + 1° C. 
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Attachment to Strand Holder 

The timing wires were threaded through the holes in the 
sample, and then secured to brass #6-32 terminals on the 
strand holder using brass hex nuts. The sample was held in 
place by masking tape wrapped around the sample and the body 
of the strand holder. Samples to be used without timing 
wires were simply taped to the strand holder and the igni- 
tion wire,installed, 

The #32 nichrome ignition wire was attached to termi- 
nals similar to the timing wires, with its mid-span touch- 
ing the end of the propellant. In some experiments, the 
ignition wire was placed on the end of the inhibitor case, 
1/32 to 3/32 inch away from the propellant. In either case, 
the propellant surface was coated with approximately 50 mg 
of FFFg black rifle powder granules for rapid flame propa- 
gation... The binder used to adhere the granules to each 
other and to the propellant surface was LePage's Model (A) 
Airplane cement. One drop of cement thinned with acetone 
was adequate for about 750 mg of powder. 

A completed specimen (without timing wires) ready for 
insertion in the bomb is shown in Plate 6. Up to seven 
specimens as shown in Plate 6 were prepared in advance and 


temporarily stored in the refrigerated oven at 20°C. 
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III. EXPERIMENTAL PROCEDURE 


Instrumentation was turned on approximately thirty min- 
utes before the first experiment of the day to allow time 
for warm-up. At the end of this period, pressure transducer 
excitation was set at 28 v. d.c. using the Weston Model 911 
voltmeter, and transducer output was checked at a pressure 
approximately equal to the anticipated test pressure, either 
500, 1000, or 1500 psia. This was accomplished by connect- 
ing the charging hose directly to the bomb using a coupler 
fitting with the poppet valve removed. Hence there were no 
flow restrictions between the transducer port and the appro- 
priate gauge at the charging station. 

After completion of the transducer calibration an ASTM 
thermometer was inserted in the bomb where it remained for 
approximately three minutes. At this time, the zero psig 
transducer output was read and recorded. 

The first propellant sample was then removed from the 
refrigerated oven and installed in the bomb. For accelera- 
tion levels greater than 10G the strand holder was installed 
with the slab in a horizontal plane as shown in Plate 7. 

For acceleration levels at or below 10G the propellant spec- 
imen was taped on the slab at an angle with the aid of a 
protractor and information from Figure 12, and the strand 
holder was installed with the slab ina vertical plane. 

Thus the strand axis was aligned with the anticipated accel- 


eration vector. 
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Continuity of the ignition and timing wires was checked 
and the temperatures inside the bomb and at the control sta- 
tion (ambient) were recorded. 

The rotor discharge valve was closed, the discharge 
line removed, and the charging hose connected to the charg- 
ing valve on the rotor. As the pressure in the charging 
hose was brought up to the surge tank pressure, the ball 
valve was opened slowly. This permitted fresh nitrogen to 
enter the bomb as well as the surge tanks. The rotor system 
was pressurized to a gauge pressure, as read on the appropri- 
ate gauge at the charging station, which would give the de- 
Sired absolute pressure at the acceleration anticipated for 
that particular experiment. Thus 


psig = psia - 15-AP + 8 


where 
psig = gauge pressure read at charging station 
psia = desired absolute pressure in the bomb for 
the burning rate experiment 
15(psia) = approximate atmospheric pressure 
AP = correction for centrifugal force 
(85% at 2000G - see Appendix IT) 
8(psi) = pressure differential required to unseat 


the rotor charging valve 
With the rotor system charged to the desired gauge pressure, 
the charging hose was depressurized, and disconnected from 
the rotor. 
After starting the engine, the transmission was engaged 


and the test cell vacated. 
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After recording the transducer output voltage the cen- 
trifuge was brought up to the desired speed as indicated on 
the EPUT Meter, the timers set at zero, and the pressure 
transducer output trace located near the left-hand edge of 
the Visicorder chart. The strand ignition switch was then 
held on until the pressure Signal indicated ignition. Cen- 
trifuge RPM was closely monitored as long as the strand was 
burning. RPM did not vary more than plus or minus two. At 
the end of burning as indicated by the pressure trace, the 
throttle was closed, engine ignition turned off and the 
centrifuge allowed to coast to a stop. Timer readings and 
the average EPUT Meter reading were recorded on the data 
Sheet. 

The Visicorder chart span was adjusted to give approxi- 
mately a five inch displacement of the pressure trace from 
the beginning to the end of burning. The trace was ini- 
tially set about one inch from the left hand edge of the 
paper. Chart speed was generally one inch per second. For 
some runs where burning rates greater than 0.5 in/sec were 
expected the chart speed was 2 in/sec. On some runs where 
the burning rate was expected to be less than 0.15 in/sec 
the chart speed was 0.8 or 0.4 in/sec. The timer was set to 
give time lines at the rate of one per second. 

The chart was turned on approximately two seconds be- 
fore the strand was ignited. This was to insure the appear- 
ance of at least one time line on the chart before ignition. 


Approximately two seconds after the end of burning, as 
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indicated, by athe gtrace on these hamiwerheechariawas Cummed 
off. This record was then cut off of the remaining roll of 
paper and the following information added: run number, date, 
propellant designation, pressure, N (RPM/2), and sample 
nuUmbemse 

After the centrifuge had coasted to a stop, the trans-— 
mission was disengaged and the rotor moved to a position 
where the discharge line could be connected to the discharge 
valve. The surge tanks were then isolated from the bomb, 
the bomb depressurized and the strand holder removed. An 
industrial vacuum cleaner suction hose was inserted in the 
bonbeiierapurcimeweandwcoolsime, 

The vacuum cleaner was allowed to run for about three 
minutes. After removal of the vacuum cleaner hose, the 
thermometer was inserted in the bomb. 

While the bomb was being cooled with the vacuum cleaner, 
the inhibitor case was removed from the strand holder, 
marked with the run number, and the open end sealed with 
masking tape. The inhibitor cases were saved for future 
analysis of possible residues retained at the end of burning. 

The strand holders were cleaned in cold water wii 
laboratory bottle brush and dried using an air hose. 

Comments on Experimental Methods 

Initial experiments using the X104 and X304 propellants 
were carried out employing both the electric timers and the 
pressure-time history to calculate average burning rate. 


Number 32 (0.008 in. dia.) nichrome wire was initially used 
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for timing wires. However, it was found that although the 
wires melted as the flame front passed, there was a suffi- 
cient amount of condensed phase combustion products re- 
tained on the inside walls of the inhibitor case to conduct 
a current. In many cases this current was sufficient to 
hold the timing relays in the actuated position. The re- 
sistance across the timing wire terminals after a test 
varied from 100 (1 to open circuit. Although the relay 
holding coils, which have a nominal resistance of 250 NY , 
are advertised as i2v., it was found that all of six relays 
on hand would close with 4.5 volts or less, while dropout 
voltage varied from 2.3 to 0.5 volts. Hence the effect of 
the passing flame was not to break continuity as in the case 
of more conventional strand burning experiments, but merely 
to insert a resistance in the circuit; this resistance was 
generally too low to result in actuation of the relays. 

In an attempt to solve this problem, #32 copper wire 
was used, the thought being that its lower melting point 
would permit the wire to melt away from the conducting resi- 
due in the inhibitor case. The performance of the copper 
wire was no better than the nichrome. 

A second attempt to solve the problem was made using 
#32 Pyro-fuse. The Pyro-fuse wire was composed of an alumi- 
num core sheathed in palladium. At 600°F, the metals al- 
loyed rapidly and exothermically. With the Pyro-fuse timing 


wires the electric timer performance was reliable. 
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The use of timing wires was found to be excessively 
tedious due to the time required to drill holes, insert the 
timing wires and make the necessary electrical connections. 
In addition, the pressure-time history indicated that the 
timing wire clearance holes acted like small voids in the 
propellant. This was aggravated at higher accelerations. 

A comparison between the average burning rates obtained 
from the electric timers and the pressure-time history 
showed agreement generally within 2%. In view of this 
agreement and the above mentioned disadvantages, the timing 
wires were not used after the first 75 experiments. 

The head end of the propellant specimens used early in 
the program was capped with a double thickness of masking 
tape. This proved effective up to about 50G. At higher 
accelerations, the hot residue burned through the tape and 
escaped into the bomb. A cap of APCO 210 Resin and 180 Hard- 
ener was then cast on the end in order to retain the hot 
residue. This proved to be adequate at 200G and below, but 
not above 200G. The caps of Hetron 197 high-temperature 
epoxy described in the section on preparation of propellant 
samples were found to be effective at all levels of accelera- 
Clone wp temZo000Ge 

The first strand holders used in the program had slabs 
made of silicone glass laminate (Budd Co. Dilecto Grade 607). 
This material was found to have the best combination of 


strength, dielectric and high-temperature properties of the 
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several commercial laminates investigated. However, protec- 
tion of the slab from the hot combustion flame remained a 
problen. 

A remarkably effective insulator was found to be a 3/32 
in. thick phenolic plastic insulation sheet (FSN 9330 282 
5641). Contact with the propellant flame caused surface 
charring which was easily washed away with a brush and cold 
water. The insulation sheet would last for about 20 experi- 
ments after which it was easily replaced. It was found that 
with the phenolic insulation sheet between the flame and the 
slab, the high temperature properties of the silicone glass 
were not required. Subsequent strand holders were made with 


canvas phenolic slabs and strand supports. 


— a. i 


The rapid establishment of a uniformly burning surface 
across the entire cross-section of the strand was believed 
to be necessary because of the relatively short samples be- 
ing used. In order to achieve this goal, the ignition wire 
was laid against the propellant across the middle of the 
cross section and a layer of FFFg black rifle powder gran- 
ules spread across the propellant surface. Thus ignition 
would take place in the center of the strand face and pro- 
ceed outward in both directions. It was found during the 
experimental program, however, that the location of the ig- 
nition wire had a significant effect on the burning rate of 
the non-aluminized propellants at low accelerations. Hence 
for the remainder of the program the ignition wire was laid 


on the inhibitor case 1/32 to 3/32 inch from the propellant. 


87 


FFFg black rifle powder was used not only to cover the face 
of the propellant but also to connect this covering to the 
ignition wire. Thus the ignition wire was out of the ex- 
haust flame and remained intact throughout burning. The 
pressure — time histories indicate rapid ignition regard- 


less of ignition wire location. 


IV. DATA REDUCTION 


Determination of Burning Rates 


Average burning rates for the propellants between the 
timing wires were calculated by dividing the distance be- 
tween two adjacent wires by the elapsed time indicated by 
the timer. The three values thus obtained Were averaged to 
obtain the average burning rate. 

Determining average burning rate from the pressure time 
history was more involved. Burning was assumed to commence 
With ignition of the black powder. This appeared as a step 
input on the chart and was well defined. The end of burning 
was assumed to occur at the point of maximum pressure. The 
pressure in the system decreased after burning due to gas 
cooling. This point was not always well defined. In these 
instances the method of tangents was used to define the end 
Caplan int. 

small variations in the Visicorder chart speed were ob- 
served from one run to the next. However, the frequency of 


the time lines was constant at 0.965 lines/second. This was 
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determined by putting a 60 cycle signal into the recorder 
and counting the number of input signal peaks between time 
lines. 

The number of time line intervals between ignition and 
end of burning was determined by adding the fractional in- 
tervals at the beginning and end to the number of whole in- 
tervals in between. The fractional intervals were deter- 
mined with a scale graduated in 50ths of an inch. The 
necessary assumption was that the chart speeds were constant 
throughout the time line intervals in which ignition took 
place and burning ended. 


Total elapsed burning time t, was found from 


ty (sec) =total time line intervals/(0.965 inter- 
vals/sec) 


and the average burning rate r was found from 
r (in/sec) = sample length (in)/t, (sec) 

Determination of Acceleration Field 

At constant RPM, the acceleration field in the combus- 
tion bomb had two components: a vertical component due to 
the earth's gravitational field, and a radial component de- 
pendent on the radius and angular velocity. Hence the ac- 
celeration vector always remained in a vertical plane, but 
both direction and magnitude were dependent upon angular 
velocity. With the centrifuge at rest, the direction was 
vertical and downward. At high speed, the direction was 


nearly horizontal. 
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— = = 


The symbols used are defined as follows: 
a = radial acceleration/ft radius (1/sec“) 
r = radius (in) 
N = number in EPUT meter display (RPM/2) 
gz = acceleration due to gravity (32.2 ft/sec“) 


G). =“6y/aeSeunl teraAdiaiy load sractor per toot 
radius «ly acy 


Gy = radial load factor = G_(r/12 in/ft) 
(dimensionless) 


G = total lead factor 

w = angular velocity (radians/sec) 
The radial acceleration per [e@Peracgiuc sie 

a= rw = (1 ft) (44MIN) /((60 sec/min)*(1 ft)) 
N“/(4.775)* 1/sec® 


I 


and 
t es 2 
Gp = a/g = N°/((4.775)” x 32.2) 
= N©/734.5 
Or 
of 
Ne 27 (Cie 


At a radius of 35.6 inches (the mid-point of the pro- 


pellant sample) the radial load factor is 


! 
A 6 


Gr = (35.6"/U12 Inia 


N2/247.5 


wr 


and N 


fee ey 


For radial load factors of 10 or more, the contrinivien 


of the vertical component is less than one percent. Hence ior 
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G, > 10, the acceleration vector G is assumed to be hori- 


zontal and equal to Gy. That is, 


G 


N“/247.5 (21) 
15.72 GE 


and N 
This solution is plotted in Figure 10. 

For Gp ¢ 10, the vertical component is taken into 
account. The solutions are shown in Figures 11 and 12. 

Figures 10, 11, and 12 were used to select the value of 
N to obtain the desired acceleration. The recorded value of 
N was used to calculate G from Equation (21). 

For experiments at or below G, = 10, Figure 12 was used 


in conjunction with Equation (21) to calculate G. 


Experimental Error 


The primary means for determining average propellant 
burning rate utilized the pressure-time history and the pro- 
pellant strand length. The pressure-time history traces on 
the charts were at least five inches long, and were measured 
to within + 0.1 inch. The propellant strands were at least 
2-125 inches long and were mea@sured to within + 0.002 inch. 
Hence the probable uncertainty in burning rate measurement 
is within + 2.1%. The secondary means for determining aver- 
age burning rate utilized timing wires and electric timers. 
Three adjacent timing intervals were each at least one-half 
inch long, and the 0.025 inch diameter timing wire holes 
Wesembtocated within 0.0005 inch. The electrves mers ein 


dicated elapsed times of at least 1.5 sec., and could be 
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read to + 0.01 sec. Assuming the total uncertainty in wire 
spacing to be + 0.025 inch in the total timing distance of 
1.5 inches, the probable uncertainty in burning rate measure- 
ment is less than + 2.03%. Repeated measurements of strand 
burning rates are typically within + 2% of the average value 
for the type propellants used in this investigation. 

Radial acceleration is dependent on (RPM) © which did 
not vary more than + 2 RPM. At 100G the corresponding RPM 
was 314. The average propellant sample radius was 35.6 
miches + 0.2 inch. Hence, at 100G or greater, the probable 
uncertainty in radial acceleration is within + 1.4%. 

The pressure gauges used in charging the rotor system 
could be read to + 4% of the full scale value. Repeated 
comparisons between the gauges and the pressure transducer 
indicated that the rotor system was pressurized to within 


+ 1% of the desired pressure at all three pressure levels. 
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CHAPTER IV 
EXPER IMENPFAL RESULTS AND DISCUSSION 


Experimental results are presented for burning rate 
change with acceleration and pressure for three basic pro- 
pellants. The effect of varying aluminum mass loading and 
aluminum particle size in two of’ the basic formulations is 
shown. The results are compared with the critical particle 
size model and the modified aearere diffusion flame model 
discussed in Chapter Il. 

Results of an analysis of propellant residues using 
infrared spectrophotometry and x-ray diffraction techniques 


are also presented. 
I. BURNING RATE EXPERIMENTS 


General 

Results are presented in the form of burning rate aug- 
mentation yey) and actual burning rate (r) as a function 
of acceleration (G). Burning rate augmentation G/iaae) is 
defined as the actual burning rate (r) at a given pressure 
and acceleration divided by the burning rate at the same 
pressure with the centrifuge at rest (35) Combustion bomb 
pressure, either 500, 1000, or 1500 psia, is the parameter. 

Radial acceleration levels varied from Zero with the 


centrifuge at rest to a maximum of 2000 times standard 


96 


gravity (2000G). With the exception of the zero radial ac- 
celeration condition, the acceleration vector was always 
normal to and directed into the burning surface. That is, 
the burning end of the strand was toward the centrifuge axis 
of rotation. With the centrifuge at rest, the one G field 
due to the gravitational field of the earth was parallel to 
the burning surface. 

Two different size strands were used in the X104, X200, 
and X304 propellants. The X104 and X200 strands were 0.2 
inch x 0.2 inch x 2¢ inches and 0.4 inch x 0.4 inch x 2% 
inches. The X304 strands were @ inch diameter and 3/8 inch 
diameter. In general, squares denote data obtained using 
the larger strands, and circles denote data obtained using 
the smaller strands. 

Each datum point is the result of one experiment. 
Curves are drawn to indicate the apparent trend of the data. 
These curves are used to facilitate comparison of results. 

Results for the X100 series propellants are shown in 
Figures 13 through 36. The X200 propellant results are 
shown in Figure 37, and the X300 series are shown in Figures 
365through 57. 

X100 Series — Polyurethane Binder 

X101 —- no aluminum. Experimental results for the X101 
propellant are shown in Figures 13 through 20. The Figures 
show data points with and without an asterisk (*). An as- 
terisk by a datum point indicates that the ignition wire did 


not break or melt and was still intact after the experiment. 
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In these instances the ignition wire was placed on the edge 

of the inhibitor case so that it would not melt in the PASTS. 
The lack of an asterisk by a datum point indicates that the 
ignition wire was placed across the face of the propellant 
Samara and was not intact at the completion of the experiment. 
The length of the missing segment was about 0.2 inch; and 

its mass was about 1.34 mg. If the wire melted and formed 


7 


two equal size spheres,’ they would have been about 540 mi- 
crons in diameter. These spheres, if held against aie burn- 
ing surface by centrifugal force, would have been immersed 
in the gas-phase reaction zone. Thus they could have served 
as good conductors of energy to the propellant. 

Figures 13 through 20 show considerable burning rate 
augmentation when the ignition wire was allowed to burn 
through. At all three pressures the burning rate increased 
rapidly with acceleration up to about 100G. Above 100G the 
burning rate continued to increase, but at a much slower 
rate. At 1000 psia and above 350G, the propellant strands 
stopped burning after ignition. In some cases extinguish- 
ment was near the beginning, and in some cases near the end. 
At 1983G ignition took place, but extinguishment followed 
after burning about 1/16 inch in the immediate vicinity of 
the ignition wire. This same strand subsequently burned 
normally at 1500 psia, zero G. At 1500 psia, the propellants 

(High speed pictures of aluminum wires burning in oxy- 
gen indicate that when the wires break, molten spheres form 


on the wire ends and travel outward toward the wire suspen- 
sion points. [12] 
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burned normally up’ to 500G. At 1500G the »ropellant aenid 
not ignite without black powder, and at 1980G only about 
1/16 inch of the strand burned. At 1000 and 1500G the 
strands burned completely, but the pressure traces indicated 
voids in the propellant. 

A comparison of the burning rate augmentation at dif- 
ferent pressures in Figure 20 shows that for a given accel- 
eration, the augmentation increased with pressure. 

When the ignition wire was placed on the edge of the 
inhibitor case so that it would not melt in the flame, much 
different results were obtained. At 500 and 1000 psia, 
there was an increase in burning rate at 100G. At 200G 
there was a decrease; that is, the burning rate was lower 
than with zero G. At 300G the strands stopped burning after 
about 3/8 inch. No such experiments were run at 1500 psia. 

Considerable deposition of a black powdery substance, 
believed to be condensed phase combustion products, occurred 
on the inside walls of the inhibitor case at zero G The 
amount of deposition decreased rapidly with increasing accel- 
eration, and the material was not accumulated in the capped 
end of the case after the experiment. It is believed that 
at the higher burning rates caused by the presence of the 
nichrome at the burning surface, the gas velocity was suffi- 
cient to reduce the deposition of material on the inhibitor 
case walls. 

X102 — 9.7% 6.3 micron aluminum. The X102 propellant 


Was investigated at 1500 psia only for comparison with other 
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variations in the X100 series. ine 21 and 22 indicate 
that the presence of the ignition wire had insignificant 
effect on the burning rate augmentation. The Figures show 
& rapid increase in burning rate up to 25G, after which the 
slope of the curve is much lower. However, the slope in- 
creases again above 500G. It is interesting to note that 
the only other formulations showing increasing acceleration 
sensitivity above 500G were the X302 and X303, both PBAN 
formulations with 14 micron aluminum. 

X103 — 17.7% 6.3 micron aluminum. The X103 propellant 
was investigated at both 500 and 1500 psia. As shown in 
Figures 23 through 27, the initial augmentation is not as 
rapid as with the X101 and X102, and the rather abrupt change 
in slope is also not present. It should be noted that par- 
ticularly below 100G the curve indicates only the general 
trend. It may be that additional data points in the low ac- 
celeration range would reveal a rapid augmentation increase 
up to about 10G, a leveling off, and then another increase 
in the 50 to 100G range. 

Xi04 — 17.7% 31 micron aluminum. Both 0.2 inch x 0.2 
inch and 0.4 inch x 0.4 inch X104 strands were used. From 
the results shown in Figures 28 through 32, it was concluded 
that within the range of sizes used, the burning rate and 
burning rate augmentation are not significantly affected by 
size. 

Four 0.2 inch x 0.2 inch strands inhibited with 40X415 


Plastisol Primer (Stanley Chemical Co., East Berlin, 
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Connecticut) were burned at 500 psia. Two were burned at 
zero G and two were burned at 20G. The average burning rate 
at zero G was used to calculate burning rate augmentation 

at 20G. Figures 28 and 29 show that while burning rate is 
affected by the inhibitor material, burning rate augmenta- 
tion apparently is not. 

Figure 34 shows that burning rate augmentation in- 
creased with pressure (500, 1000 and 1500 psia) at all ac- 
celerations up to 1000G. 

Comparison between X100 series, fomuillations.  Biguresme. 
and 36 show the comparative burning rate change for the X100 
series propellants at 1500 psia. Figure 35 shows actual 
burning rate and Figure 36 shows burning rate augmentation. 
Of particular interest is the behavior of the non-aluminized 
propellant, in which the augmentation is “attributed tome 
1.34 mg. nichrome ignition wire. Except possibly for 
G < 15, it showed greater augmentation than any of the 
aluminized formulations. If it is assumed that the ignition 
wire, which was by mass 60% Ni, 25% Fe, and 15% Cr, reacted 
with’ the oxidizer to preduce aio: peer and CTO. it can be 
shown that the energy released would have been only about 
1/800 that released by the formation of ¥ -A150. fronea limor 
the aluminum in the X102 propellant. This suggests that an 
increase in thermal conductivity between the reaction zone 
and the solid may be an important mechanism. It further 1n- 
dicates that the observed increases in burning rate shown 


by the aluminized propellants were not due simply to the 
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release of additional energy close to the propellant sur- 
Paces 

Also of interest is the comparison of the X102 and the 
X103 in Figure 36. The X102, which had half as much alumi- 
num showed more sensitivity to acceleration below 90G and 
above 925G. It was anticipated that the X103 would be more 
sensitive to acceleration at all values of G. 

The X104, which had the larger aluminum particle size, 
was more sensitive than the X103 up to 525G. From that 
point on, the X103 augmentation was greater. Above 800G, 
the X104 showed less augmentation than either the X102 or 


X103. 


X200 — Carboxy-terminated Polybutadiene Binder, 17. 
7-1 Micron Aluminum 

Figure 37 shows log ree - 1) as a function of log G 
for 500, 1000, and 1500 psia. Unlike the X100 series, there 
was little pressure dependence associated with acceleration 
sensitivity. Also, the augmentation at 1000G was only 1.23, 
while the X103 showed an augmentation of 3.8. This indi- 
cates strong dependence of augmentation on oxidizer parti- 


cle size distribution and/or binder material. 


X300 Series — PBAN Binder 

X301 — no aluminum. Figures 38, 39, and 40 show burn- 
ing rate augmentation as a function of G at pressures of 
500, 1000, and 1500 psia respectively. The asterisk (*) de- 


notes that the ignition wire was still intact after the 
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strand holder was removed from the bomb. The Figures show 
this to be a significant factor below 200G. When the wire 
remained intact, the propellant burning rate was insensitive 
to acceleration up to about 100G. At 1000 psia this thresh- 
old appears to lie between 75 and 100G. As acceleration was 
increased, the augmentation increased rapidly and then 
leveled off. This is in sharp contrast to the Xi101 where 
acceleration resulted in propellant extinguishment at 300G 
and greater. 

At about 300G and greater, the disposition of the igni- 
tion wire appears to be insignificant. i.e., there was lit- 
tle difference, if any, between the points with and without 
(*). This indicates that the mechanism responsible for the 
augmentation increase remained rate controlling in spite of 
the presence of the ignition wire. This also is in contrast 
with the Xie]. 

It is of interest to note that the pairs of data points 
on Figure 38 marked 1 and 2, 3, and 4, and 5 and 6 are in the 
same acceleration ranges, yet show quite different burning 
rate augmentation. Ambient temperature and bomb temperature . 


four LNese CXperimenrs wee. 


Datum Point Ambient °C. Bomb °C. 
1 17 19 
2 19 20 
3 i as 
Ly 24 LD 
5 ee ae 
6 23 24 
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Experiments 3 and 4, and 5 and 6 were done in sequence 
on two different days. Experiments 1 and 2 were done on the 
same day, but not in sequence. Both the strand holder and 
propellant sample were in all six instances at a uniform 
temperature of 20°C. when removed from the refrigerated 
oven. Elapsed time from removal from the oven to installa- 
tion in the bomb was about 30 seconds, and elapsed time from 
installation in the bomb to ignition was two to three min- 
utes. Hence the propellant temperature at the time of igni- 
tion should have been close to 20°C. The spread in the data 
points marked 1 through 6 indicates the possibility of sig- 
nificant temperature dependence of acceleration sensitivity 
in the threshold range. 

Figure 42 shows the comparative augmentation for 500, 
1000, and 1500 psia. The curves are essentially the same up 
to 300G. At higher accelerations the augmentation decreased 
with increasing pressure. This trend is opposite to that 
shown by the X101 propellant. 

X302 — 4% 14 micron aluminum. Results for the X302 
propellant at 1000 psia are shown in Figures 43 and 44. The 
shape of the curve is similar to the X102, also a lightly 
loaded propellant. The high burning rates at 1500G and 
greater suggest voids in the propellants, but in all three 
runs the pressure traces indicated even burning. 

Moin — ko 14 micron aluminum. Results for the X303 
are shown in Figures 45 and 46. The data show a rapid in- 


crease in burning rate up to about 50G where there is an 
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abrupt decrease in slope. At higher accelerations approach- 
ing 2000G a gradual increase in slope is indicated. How- 
ever, the increase is not nearly so great as with the X302. 

X304 — 16% 47 micron aluminum. Results for the X304 
propellant are shown inFigures 47 through 54. Both 3/8 inch 
and = inch diameter strands were used. As with the X104, 
the results indicate no apparent difference in burning rates 
for the two sizes. The burning rate augmentation at 500, 
1000, and 1500 psia is shown in Figure 54. A comparison of 
the curves shows the augmentation to be greatest at 1000 
psia, the least at 1500 psia with the 500 psia curve lying 
approximately midway between. This behavior is different 
than either of the two propellants (X100 series and X200) 
previously discussed. 

Comparison between X300 series formulations. Figures 
55 and 56 show curves for all four formulations at 1000 psia. 
In Figure 56 it appears that up to 50G the augmentation of 
the X302 and the X304 were the same. Above 50G the X304 was 
greater, but it appears that this situation would have re- 
versed at about 1500G. 

The X303 showed the highest augmentation up to 100G 
where the X303 and X304 curves cross. From 200 to 1400G 
the X303 and X302 were about the same with the X303 higher. 
Above 1400G the X302, with 4% aluminum, showed greater aug- 
menvation than therX3039ewithnei67 een nome 

A comparison of the X301 and X304 shows that the in- 


crease in augmentation was due entirely to the presence of 
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aluminum up to about 100G. As acceleration was increased, 
the contribution from the aluminum became less and less 
important. 

Of special interest is the comparison between the X301 
and the propellants with small aluminum particles (X302 
and X303). As with the X304, the increase in augmentation 
appears to have been caused by the aluminum up to 100G. 
Above 200G however, the augmentation was greater for the 
non-aluminized X301. Between 1500 and 1700G the curves 
cross, so that again the aluminized propellants show the 
greater acceleration sensitivity. 

The curves in Figure 57 are presented in order to more 
clearly show the role of aluminum in acceleration sensi- 
tivity. The curves are derived from Figure 56 by subtract- 
ing r/ro for the non-aluminized X301 from the aluminized 
propellants. 
meme Dependence 

Spinning motor experiments have indicated an apparent 
time dependence of acceleration effects.[6] This may be 
seen in Figure 4b. As a result of these findings, similar 
behavior was anticipated in the present investigation. How- 
ever, the burning rate summaries shown in Tables II and III 
do not show any consistent time dependence. This disagree- 
ment may be due to the different burning lengths in the two 
investigations. The spinning motor [6] had a web thickness 


of 0.6 inch while the strands in Tables II and III were 24 


1S 


TABLE II 
BURNING RATE SUMMARY 


X104 PROPELLANT 500 PSIA 


Acceleration Ne 


il 
in/sec 





xs is the average burning rate over the first of three 


1 
adjacent intervals, each $ inch long. 


Co (ry + YT, 7 r3)/3 
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TABLE III 
BURNING RATE SUMMARY 


X304 PROPELLANT 500 PSIA 


Acceleration ry 5 


é in/sec in/sec in/sec 





is the burning rate over the first of three 


adjacent intervals, each 3/4 inch long. 


r= ee) tacoma r3)/3 


We 


and 2 3/4 inches long. Hence an initial transient condition 


would be more apparent in the spinning motor investigation. 


The Effect of Acceleration on Propellant Burning Rate 
Exponent 


An empirical relationship commonly used to relate pro- 
pellant burning rate sensitivity to combustion chamber pres- 
sure is r = aP” where (r) is burning rate and (P) is pres- 
sure. The coefficient (a) and the pressure exponent (n) 
are constant over a limited range of pressure, the extent of 
the range being dependent on the propellant. In Figures 58 
and 59 it has been assumed that this relationship is valid 
in the acceleration field environment. 

Figure 58 shows the variation of the pressure exponent 
(n) with G for the X101, X103, and X104 propellants. The 
burning rate increase in the X101 is attributed to the 1.34 
mg of nichrome wire. The general tendency was for (n) to be 
greater with acceleration than without. With X101 and X103, 
the value of (n) continued to increase as acceleration was 
increased. The X104, however, showed a decreasing value of 
(n) as acceleration was increased beyond 50G. 

Figure 59 shows the variation of (n) with G for the 


X301 and X304 propellants. Both the X301 and X304 showed 


little change in burning rate pressure dependence with accel-, 


eration. 
The curves in both Figures 58 and 59 were derived from 


the smooth curves drawn through the burning rate data. 
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The X200 propellant burning rate pressure exponent was 
insensitive to acceleration provided that the curve shown in 


Figure 37 is taken to be a reasonable fit to the data. 
II. RESIDUE ANALYSIS 


Inhibitor cases from the metallized propellant experi- 
ments were periodically broken open during the course of the 
investigation to inspect for possible residue. The residues 
of all three propellant series, X100, X200, and X300 were 
Similar in appearance. Deposited on the inside walls of the 
inhibitor cases was a powdery carbon-like substance. A 
metallic material was found in the bottom of the inhibitor 
cases, and the amount of this metallic material appeared to 
be proportional to the acceleration level at which the pro- 
pellant had been burned. 

Sixteen inhibitor cases were selected for closer in- 
spection. Ten X104 samples and six X200 samples, represent- 
ing accelerations of zero to 1000G, were inspected. Inside 
tne cases there was found a powdery carbon-like substance 
clinging to the inside walls and deposited at the closed end 
of the case. The amount of material deposited at the closed 
end increased as acceleration increased but its appearance 
did not change. No measurements of particle size or chemi- 
cal composition of this material were made. 

Also found inside the cases was what appeared to be a 
metal or metal oxide. Subsequent x-ray diffraction and infra- 


red spectrophotometer analyses indicated this material to be 


ro 


predominantly aluminum oxide. Siena wcase of ZerosG erie. 
oxide particles were imbedded in the black powder on the 
case walls. The particles were solid, spherical in shape, 
and the largest were approximately 1000 microns in diameter. 
At 8G (X200 propellant) there were a few spherical particles 
found on the walls but they were considerably smaller than 
1000 microns. In the bottom of the case, however, there was 
found a single spheroidal particle about 1/8 inch in diame- 
ter. This particle had a mass of 38.0 milligrams and is 
shown in Figure 60. The size of the X200 propellant sample 
in this particular experiment was 0.39 inch x 0.40 inch x 
2.283 inches. As acceleration increased, oxide particles 
ceased to appear on the case walls but the amount of resi- 
due found in the bottom of the case increased. From 10G 
(X104 propellant) to about 300G (X104 and X200 propel 1anigee 
the oxide in the bottom of the case was in several pieces. 
The pieces appeared to have come from one or more larger 
masses which apparently suffered multiple fractures dure 
cooling. The epoxy cap on which the particles were resting 
generally had one area of severe charring which increased 
in size as the acceleration increased. 

Above 300G the oxide residue in the bottom could be re- 
moved in one piece, although multiple cracks through the 
material could be observed. The thickness of the layer in- 
creased with acceleration. At 1014G (X104 propellant) the 
solid piece of oxide was about 0.16 inch thick and is shown 


in Figures 60 and 61. The mass of the oxide shown in 
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X104 Propellant 1014G 
Magnification: 15X 





X200 Propellant 8.36 
Magnification: 10X 


FIGURE 60 


PROPELLANT RESIDUES 
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Figure 61 is 1.816 grams. The X104 propellant sample was 
0.4 inch x 0.4% inch x 2.245 inches. 

In some instances there was attached to the periphery 
of this block of material a wall up to 3/8 inch high. It 
appeared to be of the same material and was about 1/64 inch 
thick. This formation occurred more in the X104 than the 
X200. A wall with a mass of 471 milligrams was attached to 
the oxide shown in Figure 61. The formation of this wall 
is believed to be the result of molten residue material 
being thrown out of the pool by the combustion gases and 
then freezing on the walls of the inhibitor case as it runs 
back toward the propellant surface. 

The oxide residue collected from the bottom of each 
inhibitor case was weighed on an automatic laboratory bal- 
ance (Mettler Model H15) to determine its mass. The results 
are shown in Figure 62; In calculating the ordinate it was 
assumed that the residue consisted entirely of aluminum 
oxide (A1,03). The aluminum retention ratio is equal to 
0.529 x residue mass/total mass of aluminum in the propel- 
lant sample. The major portion of the scatter in the lower 
acceleration range is attributed to the difficulty encoun- 
tered in separating the small fractured oxide particles 


from the black powdery residue. 


X-Ray Diffraction Analysis 
Two samples of X200 residue and two samples of X104 


residue were analyzed with a Norelco x-ray diffractometer 


using nickel-filtered copper radiation. Scan rate (20) 
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was one degree per minute from 70 degrees to five degrees. 
Chart speed was % inch per minute. 

The X200 propellant residues were from burning rate 
experiments at 8.3 and 515G. The X104 propellant residues 
were from burning rate experiments at 72 and 1014G. Dif- 
fractometer charts were also run for Baker reagent grade 
A1,0. powder. The diffractometer charts are shown in 
Figures 63, 64, and 65. 

The interplaner spacing values (d values) corresponding 
to the strongest intensities in the diffraction patterns 
were compared with those tabulated in the Index to the X-Ray 
Powder Data File (1960) [13] to determine the probable com- 
position. It was deduced that in every case the material 
was predominantly alpha and gamma aluminum oxide. Some of 
the diffraction patterns have peaks of lesser intensity 
possibly due to the presence of delta and theta aluminum 
oxide. Peaks in the diffraction pattern corresponding to 
pure aluminum were sought but not found. 

The diffraction pattern for the reagent grade A130. 
shown in Figure 64 is quite similar to all of the residue 


patterns. 


Infrared Spectrophotometer Analysis 
A sample of X200 propellant residue from the burning 


rate experiment at 515G was also analyzed using a Perkin 
Elmer Model 621 Grating Infrared Spectrophotometer. Figure 
66 shows the absorbtion spectra for three test wafers. Two 


were made using pulverized residue from the X200, 515G 
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propellant residue. The first Weaesnedewi lone specimetiare 
KBr mass ratio of 1 to 100 and the second with a mass ratio 
of 1 to 300. As can be seen in Figure 66 the 1 to 300 wafer 
resulted in the more meaningful trace. The third test wafer 
was made from Baker reagent grade Al,0.,. The mass ratio of 
Al,0.4 to KBr was 1 to 300. The similarity between the upper 
two traces shows the predominance of aluminum oxide in the 
X200 propellant residue. 

From the results of this analysis and the x-ray dif- 
fraction analyses it is concluded that the completeness of 
the chemical reaction between the aluminum and the oxidizer 


is unaffected by acceleration up to 2000G. 


Til. COMPARLSON OF EXPERIMENTAL RESUETS (aii 


PROPOSED THEORETICAL MODELS 


Crowetemon tle al particle size model [6], predicts a 
burning rate increase due to the release of additional 
energy at~the propellant surface. The results of this in- 
vestigation are similar. to the curves based on Crowe's 
Ode WMIGR are shown in Figure 3. That is, the data indi- 
cate a fairly rapid initial increase in burning rate as 
acceleration is increased from zero. At high acceleration 
the data in the majority of cases appear to approach a lim- 
iting value as dictated by Crowe's theory. 

The theory predicts no change in burning rate until the 


critical acceleration of the largest aluminum particles 
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is reached. Assuming Stokes! flow, the critical particle 


diameter dorit 1S given by 


18K UN 
qorit esas (22) 


Reasonable values of the variables in Equation (22) for a 
typical aluminized propellant burning at 1000 psia are 

1 cm/sec 

i = 1.6 em /om- 


4% = 0.2 = aluminum mass fraction 


r 


oe = aluminum particle density >= 2.7 gm /om- 
T = 3000—"K 
ye = 6.6 x 107" gm/cm sec 
Pp = 6.1 x 107? em/em? 
U, = Py (1-)/P, = 2.15 x 10“ cm/sec 
&a = acceleration (om/sec“) 

The resultant critical particle diameter for a typical 
aluminized propellant in a one G gravitational field is 
about 200 microns. Crump's motion pictures [9] taken of 
propellants burning ina one G field show aluminum agglom- 
erates with diameters in the 100 to 300 micron range, hence 
an acceleration of 10G would be expected to have a signifi- 
cant effect on the burning rate. The experimental results 
of this investigation show that this is the case. 

Comparing Crowe's theory with Figure 36, we see that 
the theory predicts the observed trend with a change in alu- 
minum mass loading between 100 and 900G. Beyond these lim- 


its however, the observed trends are not predicted. The X302 
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and X304 propellants contain 4% and 16% aluminum respec- 
tively. Hence, according to Crowe's theory the X304 pro- 
pellant should exhibit greater augmentation than the X302. 
However, Figure 56 shows the same burning rate augmentation 
for the X302 and the X304 propellants up to 50G. Moreover, 
the multiple crossing of curves in Figure 56 is not in ac- 
cord with the theory. 

Crowe's theory also predicts a change in burning rate . 
augmentation with pressure to the extent that particle drag 


is affected. Assuming Stokes! flow, the drag force F. ona 


d 
spherical particle at rest on the propellant surface is 
given by 
Fy = 31rM,au., 
where 
AM, = gas viscosity (gm/cm sec) 
d = particle diameter (cm) 

Ues= askvelocit;y = nee) Ve (cm/sec) 
r = propellant burning rate (cm/sec) 
fp. = density of solid propellant ecu sential 
ae = gas density (em/om-) 

4 = aluminum mass fraction 


The body force F which opposes the drag force, is 


ign 
3 
_ ara 
By = "6 Pye 
where 


dees = parvicle deve im, (gm/em?) 


a = acceleration (cm/sec) 


0 


If the acceleration is greater than the critical accel- 


eration for a given particle, then Fo > F and the parti- 


qa’ 
cle will remain on the propellant surface. If the accelera- 
tion is less than the critical acceleration, RO< Fa and the 
particle will leave the surface. Thus we see that the criti- 
cal acceleration is dependent on the velocity of the gas 
leaving the propellant surface. That is, the important 
parameter is not simply acceleration, but the ratio P/F: 
For a given propellant and particle size, BL /Paot 2/U,- 


Assuming a perfect gas and the flame temperature to be 


independent of pressure, 


FL/F 4 of G P/r 


where 
G = a/g, 
cae 980 om/sec“ 
P = pressure 


The ratio G P/r should be a correlating parameter if 
the critical particle size model is adequate. Data for 
burning rate augmentation as a function of acceleration and 
pressure plotted as ne versus G P/r should lie on a single 
curve. 

Referring to Figure 54, which shows burning rate aug- 
mentation versus acceleration for the X304 propellant, we 
see that the augmentation is lower at 1500 psia than at 
1000 psia or 500 psia. Since increasing pressure by a fac- 


tor of two results in a corresponding burning rate increase 


171 
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of less than a factor,of UwWO_, Sropteltlimes tne cCiurmesun 
Figure 54 as tars versus G P/r would move the 1500 psia 
curve farther away from the 500 and 1000 psia curves. Hence 
Crowe's model does not predict the observed dependence of 
burning rate augmentation on pressure. 

The experimental results for the X104 propellant shown 
in Figure 34 suggest that the parameter G P/r may correlate 
the data. Figure 67 shows the X104 data at 500 and 1500 
psila plotted asia function of G P/r. It was assumed that 


the burning rate augmentation could be described by 
1/0 ern ey ale 


The ordinate in Figure 67 is = iec 7 oe -1) and the abscissa 
is log (G Pfr). The Figure, however, shows that G P/r is 
not a correlating parameter for the X104 propellant. 

The behavior of the non-aluminized X101 is particularly 
interesting. Since Crowe's theory is based on energy con- 
Siderations, the location of the ignition wire should have 
no effect. However, we see that when the ignition wire was 
not intact at the end of the experiment, the non-aluminized 
propellant was affected by acceleration more than any of 
the aluminized propellants. Similarly, propellant extinc-— 
tion, which did occur With and Withewe (Mee ecntr forney pee 
intact, is not predicted. The theoretical curves shown in 
Figure 3 bear the closest resemblance to the curves for the 


She pressure exponent (n) for the X304 propellant is 
less than one. 


ive 
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X301 propellant shown in Figure 42. However, the X301 is a 
non-aluminized propellant. According to the theory, accel- 
eration should have no effect. 

The foregoing comparisons between Crowe's critical par- 
ticle size model and the experimental results of this in- 
vestigation show that the model is inadequate for three rea- 
sons. First, the model fails to predict the observed effect 
of increasing aluminum mass loading at all accelerations. 
Second, the model does not predict the correct dependence 
of burning rate augmentation on pressure. Third, the model 
predicts that the burning rates of non-aluminized propel- 
lants will be unaffected by acceleration. However, the 
burning rates of both non-aluminized propellants investi- 
gated were Significantly affected by acceleration. 

The modified granular diffusion flame model proposed 
by Gliek [7] ls restricted to non-aluminized propellants. 
Referring to Equation (18) and the definition of @® on 


page 39, we see that D contains the unknown factor 


La? Pe/ pp- PP.) ] SY 


The mass transport term in Equation (18) contains not only 
WY, but also the unknown fuel pocket dimension d. Intro- 

i 
ducing a new coefficient X=C, (lyld)*, Equation (19) may be 


written 


/ Z 
e/a 32M, PX COs 
2 2 2\5 iL 
yas 2 a f 4 2 
Caos O+K BE So® + 1 (233) 
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Equation (23) may be used to predict burning rate change 
with acceleration from two data points provided that the 
gas properties ye PF: and ype are known. 

Glick's theory is compared with the experimental re- 
sults for the non-aluminized X301 propellant in Figure 68. 
Using gas property values listed on page 40, which are be- 
lieved to be reasonable estimates for the X301 propellant at 
1000 psia, and assuming W independent of acceleration, 


Equation (23) becomes 


oe = 2.44WG + 
2 22s 3 
[(2.44yG)* + 2.32x10°x%G? + 1]? (244) 


From Figure 39, ayn 8 =a le22oeaceG = 300 ,. and 
as, = 1.36 at G = 1500. Equation (24) fits these two 


on end Sly GC) 5% 1077 een 


points when y= -0.49x 10” 
The curve representing Equation (24) and these values of W 
and xX is shown in Figure 68. The Figure indicates good 
agreement between Glick's theory and the data at accelera- 
tions above 200G. 

It is important to notice that W was found to be a 
negative number. Since W = a*( ey Pom ey we are led 
to the conclusion that the density of the oxidizer gas must 
be greater than the fuel gas.” Hence with acceleration per- 
pendicular to and toward the burning surface the fuel pocket 
moves away from the surface faster than without acceleration. 

7The products of binder and oxidizer decomposition 


are not sufficiently well known to argue strongly for or 
against this result. 
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if the acceleration vector were perpendicular to and away 
from the propellant surface, the fuel pocket should move 
slower than without acceleration. Thus Glick's model pre- 
dicts that the X301 propellant will be affected more by 
acceleration away from the burning surface than by accelera- 
tion toward the burning surface. 

Glick's theory also predicts an immediate increase in 
burning rate as acceleration is increased from zero. How- 
ever, the experimental results indicate that the burning 
rate of the X301 propellant is independent of acceleration 
up to about 100G when the ignition wire remains intact. 
Moreover, the theory predicts that burning rate augmentation 
at a given acceleration should increase with increasing 
pressure, whereas, the experimental results for the X301 
propellant (Figure 42) show that increasing pressure caused 
the burning rate augmentation to decrease. We may conclude 
that although Glick's modified granular diffusion flame the- 
ory may be fitted to the X301 propellant data at 1000 psia 
provided that the two coefficients QY and X in Equation 
(24) are properly chosen, the predicted burning rate change 
at low acceleration and the predicted effect of a change in 
pressure level are not confirmed. These results cast doubt 


on the adequacy of the model. 


a 


IV. SUMMARY AND DISCUSSION 


The burning rates of all propellants investigated were 
found to change with acceleration. The effect of accelera- 
tion depended on propellant ingredients and ranged from an 
increase in burning rate by a factor of four to propellant 
extinguishment immediately after ignition. The burning rates 
of the aluminized propellants increased with acceleration, 
and the burning rate augmentation was considerably greater 
for the slow burning propellant than for the two medium 
burning propellants. The slow burning polyurethane pro- 
pellant had a uni-modal oxidizer and showed a maximum burn- 
ing rate augmentation of 4. The PBAN propellant with a bi- 
modal oxidizer showed a maximum burning rate augmentation 
of 1.5, and the carboxy-terminated polybutadiene propellant 
With a tri-modal oxidizer showed a maximum burning rate aug- 
mentation of only 1.2. These results indicate that burning 
rate augmentation depends to a significant degree on binder 
composition and/or oxidizer particle size distribution. It 
further points out that slow burning aluminized propellants 
Should be avoided in rocket motor applications involving 


acceleration perpendicular to and into the burning surface. 


The burning rate augmentation for a given binder - 
oxidizer system depended on aluminum mass loading and alumi- 
num mass median particle size. The general effects of 
changing aluminum mass loading or particle size in one 
binder - oxidizer system were similar to the effects shown 


in another binder - oxidizer system. However, a change in 


7s 
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aluminum mass loading or particle size did not produce the 
same relative change in burning rate at all acceleration 
levels. This suggests that the mechanism of the burning 
rate increase is not the same at all levels of acceleration. 

The two non-aluminized propellants, one with a PBAN 
binder and the other with a polyurethane binder, were each 
affected differently by acceleration. The PBAN propellant 
was insensitive to acceleration up to 100G and then dis- 
played approximately the same burning rate augmentation as 
the aluminized PBAN propellants. In contrast, the poly- 
urethane propellant showed an increase in burning rate at 
100G, but as acceleration was increased, the burning rate 
decreased, and at 300G the strands stopped burning shortly 
after ignition. The cause for extinguishment may have been 
the formation of a film of binder residue which impeded the 
heat transfer from the gas-phase reaction. 

The disposition of the ignition wire had a significant 
effect on the behavior of the non-aluminized propellants. 
In the PBAN propellant the effect was confined to accelera- 
tions up to 300G. When the wire was permitted to fall into 
the inhibitor case the burning rate increased rapidly as 
radial acceleration was increased from zero. Above 300G the 
disposition of the ignition wire had no effect. The non- 
aluminized polyurethane propellant was affected by the pres- 
ence of the ignition wire at all accelerations. When the 
wire was permitted to fall into the case, the response of 


both the polyurethane and PBAN propellants was similar to 
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the general behavior of the aluminized propellants. In ad- 
dition, the degree of burning rate augmentation was about 

the same magnitude as that shown by the aluminized propel- 
lants. The disposition of the ignition wire had insignifi- 
cant effect on the acceleration sensitivity of the aluminized 
prope Plants: 

The burning rate augmentation at a given acceleration 
level was found to change with a change in pressure. In 
some instances the burning rate augmentation increased with 
increasing pressure, and in other instances the augmentation 
decreased. The burning rate pressure exponent (n) of the 
slow burning polyurethane propellant was higher with accel- 
eration than without. On the other hand, the pressure expo- 
nents of the two medium burning propellants were relatively 
unaffected by acceleration. 

An aluminum oxide residue was found in the bottom of the 
aluminized propellant inhibitor cases, and the amount of 
oxide retained increased as the acceleration level increased. 
The oxide from burning rate experiments at 400G and above 
could be removed as a solid block from the inhibitor cases, 
and at 1000G the mass of aluminum in the oxide block was 
over one-half the total mass of aluminum which had been con- 
tained in the propellant strand. 

The two models which have been proposed by other inves- 
tigators [6,7] to predict the effect of acceleration on pro- 
pellant burning rate do not adequately predict the behavior 


of the propellants used in this investigation. 
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Crowe's critical particle size model [6] predicts that ac- 
celeration will affect the burning rate of aluminized pro- 
pellants only. This was not borne out in the present 
investigation. In addition, the predicted effects of chang- 
ing aluminum mass loading and pressure were not confirmed. 
Glick's modified granular diffusion flame model [7] predicts 
that the burning rates of non-aluminized propellants will 
increase with acceleration. Good agreement was found be- 
tween the theory and the data for the non-aluminized PBAN 
propellant between 200 and 2000G. A consequence of fitting 
the theory to the data was to show that the oxidizer gas 
must be more dense than the fuel gas. However, Glick's 
model predicts dependence of burning rate augmentation on 
pressure in a manner opposite to that observed, and it pre- 
dicts an immediate increase in burning rate as acceleration 
is increased from zero while the experimental results indi- 
cate little or no change in burning rate up to 100G. 

The modified granular diffusion flame model leads to an 
expression for burning rate augmentation which can be 


written 


dor 


Lee. = ® +[p* + KG? + 1,| 


al 
where ( is a relative motion term and the term KG*® accounts 
for convective mass transport. It can be shown that 
al 
2 - < ; 
idl << Kc® when [f/ p.- P,/P,| <1 and a $ 20 microns 
This suggests a simplified form in which the relative motion 


term (D is ignored. The expression for r/r. is then 


a 
2 


r/r. = (1 + KG”) (25) 


O 


om 


The exponent (n) was found from the data in Figure 69 by 

plotting log (r°/r5° - 1) versus log G. A straight line 

with slope 0.25 proved to be a reasonable fit to the data 
in the acceleration range of 300 to 2000G. Equation (25) 
thenebeeome s 


aL 
4\2 


r/x, = (1 4 KG*) (26) 


The coefficient K was found to be 0.137 by fitting Equation 
(26) to the point r/r, = 1.36 at 1500G. This solution is 
shown in Figure 69. A comparison with the data shows good 
agreement from 300 to 2000G. 

The experimental results for the X301 propellant sug- 
gest the existence of a critical acceleration below which 
the propellant burning rate is unaffected. As acceleration 
is increased above the critical value the burning rate in- 
creases and appears to approach a limit. Diffusion flame 
experiments using gas jets in air and a one G acceleration 
field indicate that the flame remains laminar with gas jet 
velocities up to 2000 om/sec. [14] moince the velocity ot som. 
gas leaving a burning propellant surface 1s typically Gia 
order 100 cm/sec, one might conclude that transition to a 
turbulent flame would not occur. However, the body forces 
resulting from large accelerations and a difference in den- 
sity between the fuel gas and oxidizer gas would tend to 
promote flow instability at the boundaries between fuel Trigg 
and oxidizer rich regions. This suggests a modified form of 
Equation (25) in which the acceleration G is replaced by the 


difference between the actual acceleration and some critical 
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acceleration Go below which,the, propellant.burmning mate is 
the same as without acceleration. In this case, the burning 


rate augmentation might be described by 


T/T la meee 


(2% 


L 
r/r, = [1 + K'(G-G,)"|*¥, G2G 


O C 


Equation (27) is compared with the experimental results for 
the X301 propellant at 1000 psia in Figure 69. The curve, 
for which K' = 1.95, G, = 100, and n = 0.3, aAgwees “eas 
ably well with the data. 

The observed burning rate increase is attributed to the 
gas phase reaction occurring closer to the propellant sur- 
face. It is believed that in a sufficiently strong accel- 
eration field, the body forces promote increased mixing of 
the originally separate oxidizer and fuel species. With a 
propellant containing relatively small oxidizer particles 
the original degree of unmixedness would be small, thus de- 
creasing the relative importance of body forces. Hence, a 
non-aluminized PBAN propellant containing large oxidizer 
crystals would be expected to show a greater burning rate 
augmentation with acceleration than one with small oxidizer 
Gnystals. 

The burning rate augmentation shown by the non-aluminized 
propellants when the nichrome ignition wire was allowed to 
fall into the inhibitor case was essentially the same as 
the augmentation shown by the aluminized propellants. This 


indicates that the important mechanism of burning rate 
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augmentation in the aluminized propellants is conduction. 

In the case of the non-aluminized propellant the nichrome 
wire is believed to have been in one or more pieces, possi- 
bly spherical in shape, lying on the burning propellant 
surface. In this position they would have contributed to 
increased localized heat transfer. Thus small pits would 
have been formed with an attendant increase in burning area. 

Increased localized heat transfer at discrete loca- 
tions may be the predominant mechanism of the burning rate 
increase shown by aluminized propellants at low accelera- 
tion. The aluminum agglomerates may collect in small pools. 
Pools of both reacting aluminum and completely reacted 
oxide would be good conductors of energy to the propellant 
surface. These pools would gradually settle into pits 
formed by the more rapid pyrolysis of binder and oxidizer. 
Thus the localized burning rate increase would be augmented 
by an increase in burning surface area. 

On the basis of this hypothesis it would appear that 
one approach to reducing burning rate augmentation at low 
accelerations would be to somehow reduce the aluminum agglom- 
erate size. Crump's film [9] indicates that agglomerate 
size decreases with smaller oxidizer crystal size. Hence 
in those applications where a medium to high burning rate 
propellant could be used, acceleration effects might be ade- 
quately controlled through the use of small oxidizer parti- 
cle sizes. A more basic approach would be to prevent the 


accumulation of aluminum particles which leads to 


LoS 


agglomeration. ,;lUemilent besspecudaeeagetiatl Che alumni 
particles are cemented together by partially decomposed 
binder residue as they emerge from the regressing binder and 
oxidizer. In that case, coating the aluminum particles with 
a substance to which the binder residue would not adhere, or 
elimination of the residue altogether would enable the alu- 
minum particles to leave the surface individually. 

At high accelerations there is sufficient oxide retained 
to cover the burning surface with a molten layer. Hence 
independent pools causing increased localized heat transfer 
probably do not exist. Instead, the oxide may be expected 
to contact the burning surface in a random fashion as the 
oxide is violently stirred by the gaseous products of com- 
bustion flowing through the oxide mass. In this case, the 
initial aluminum particle size would not be expected to af- 
fect the depth of the oxide layer. However, initial alumi- 
num particle size,,.aluminum mass loading, and the dispersion 
of the aluminum particles in the binder may affect the ther- 
mal conductivity at the propellant - oxide interface. 

The burning rate of the non-aluminized PBAN propellant 
increased significantly at high acceleration even chouel 
the ignition wire remained intact. Hence the burning rate 
augmentation shown by the aluminized PBAN propellants at 
high acceleration cannot be attributed solely to the pres- 
ence of the aluminum. It is likely that coupling between 


two or more mechanisms is involved. 
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An adequate analytical model describing the effect of 
acceleration on the burning rate of non-aluminized composite 
propellants must account for the effects of changing pres- 
sure level, oxidizer particle size distribution, and binder 
composition. A model for aluminized composite propellants 
must, in addition to the above variables, account for chang- 
ing aluminum mass loading and aluminum mass median particle 
size. At this time the mechanisms by which the above pa- 
rameters affect propellant burning rate in a one G accel- 
eration field are not well understood. Several models have 
been formulated in an attempt to explain the change of burn- 
ing rate with pressure, but no one model has gained univer- 
sal acceptance. Due to the complex nature of the burning 
mechanism, the formulation of a mathematical model to ac- 
count for the effect of acceleration on propellant burning 
rate does not appear to be feasible in the light of present 
Knowledge. An acceptable mathematical model is unlikely to 
evolve until more of the fundamental mechanisms have been. 


extensively investigated and are understood. 


Recommendations for Future Work 

The results reported here indicate that further inves- 
tigations are required to gain a better understanding of 
the mechanisms involved in burning rate augmentation associ- 
ated with acceleration. High-speed photography of propel- 
lants burning in acceleration fields would be a significant 
contribution. Such a study could provide important infor- 


mation concerning the formation and structure of the 
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aluminum oxide mass which has been found in the bottom of 
the. inhibiter cases. 

The relative importance of oxidizer particle size and 
binder composition on the burning rate augmentation of alu- 
minized propellants could be studied by using the same two 
uni-modak oxidizer pambicle saizeuGlctreiburlonc.sones Wii 
large particles and one with small particles, in propellants 
with two different binders. The same aluminum mass loading 
and particle size distribution should be used in all four 
propellants. The use of aluminum particle size distribu-— 
tions with small variance but different mass median diame- 
tersimould helpeato more clearly wef inesvnessmpor Lane caleu 
oxidizer particle size at low accelerations Where agglomera- 
tion is believed to be important. 

The retention of aluminum oxide in the motor combustion 
chamber is a significant factor in the performance losses 
experienced with spinning rocket motors. An express len ine 
the mass of oxide retained as a function of propellant burn- 
ing rate, aluminum mass loading, acceleration and propellant 
grain web thickness would be of value to the rocket motor 
designer. Experimental data could be obtained by burning 
propellant strands similar to those used in the present in- 
vestigation, but With Various Versera- 

The non-aluminized propellants merit further investiga- 
tion. Experiments with the acceleration vector at various 
angles to the burning surface, including parallel to and 


away from, may indicate possible reasons for propellant 
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extinction in one instance and burning rate increase in an- 
other. Additional evidence to evaluate the basic concepts 

of the modified granular diffusion flame model proposed by 

Glick could be provided by two experiments. First, experi- 
ments similar to those reported herein should be conducted 

at low pressures where chemical reaction rates are believed 
to be rate controlling. Second, propellants with different 
oxidizer crystal size should be investigated. 

Initial propellant temperature may be an important pa- 
rameter in burning rate augmentation due to acceleration. 
Experiments at constant acceleration and constant pressure 
but with varying initial propellant temperature may show 
that propellant burning rate temperature coefficients are 


affected to a significant degree by acceleration. 
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CHAPTER V | 
CONCLUSIONS 


The work reported here is believed to be the first sys- 
tematic investigation of composite propellant burning rates 
at high acceleration. Previously reported investigations 
have been Limited to one propellant and 300G, or spinning 
motor experiments with radial accelerations up to about 
LO CE® 

Acceleration perpendicular to and into the burning sur- 
face was found to affect the burning rates of both aluminized 
and non-aluminized composite propellants. Prior to this in- 
vestigation it was generally believed that acceleration had 
no effect on the burning rate of non-aluminized composite 
propellants. 

The primary factor affecting the relative amount of 
burning rate increase with acceleration was found to be oxi- 
dizer particle size distribution and/or binder composition. 
Acceleration effects may be reduced by using an oxidizer 
with small mass median particle size. The pressure level 
was found to be a secondary factor. The relative burning 
rate increase was greater with increasing pressure for some 
propellants and less for others. Aluminum mass loading and 


mass median particle size are also important, but the 
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Significance of a change in either of these two parameters 
depends on the acceleration level. 

The presence of a small piece of nichrome wire at the 
burning surface of a non-aluminized composite propellant 
results ina relative burning rate increase with accelera- 
tion quite similar to that of the same propellant with an 
aluminum fuel additive. 

The burning rate pressure exponent (n) increases with 
acceleration for some propellants but remains essentially 
unchanged for other. 

No large scale time dependence is indicated by average 
burning rates over adjacent one-half inch intervals in two 
and one-quarter inch long propellant strands. 

The models proposed by Crowe [6] and Glick ml do not 
adequately predict the effect on relative burning rate in- 
crease with acceleration of a change in aluminum mass load- 
ing or pressure. Moreover, other simplified models do not 
suggest themselves in the light of present knowledge. 

Further investigations, recommended in Chapter IV, are 
required to gain a deeper insight into the mechanisms 


involved. 
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APPENDIX I 


DERIVATION OF AN EXPRESSION FOR 
(Pe/ P,- R/ P,) IN TERMS OF 
GAS MOLECULAR WEIGHTS AND MASS FRACTIONS 


The unknown term a7 Fs Vel fee appears in the modi- 


fied granular diffusion flame model proposed by Glick. [7] 


The magnitude of this term is dependent upon the molecular 


weights and mass fractions of the fuel and oxidizer gases. 


It is also dependent upon the temperatures of the two com- 


ponents. The derivation presented here is based on the 


following assumptions: 


1. 
Le 


4. 


The fuel and oxidizer gases are not mixed. 
The fuel gas is in pockets of dimension d 
surrounded by oxidizer gas. 

Both fuel and oxidizer gases are at the same 
temperature and pressure. 


Both components behave as perfect gases. 


The symbols to be used are as follows: 


W 


Xx 
a 
it 


oO 


molecular weight 

mol fraction 

mass fraction 

subscript denoting fuel gas 
subscript denoting oxidizer gas 


subscript denoting average of fuel and 
oxidizer gases 


pressure 


eS 


density 


R universal gas constant 


i 


temperature 


The pressure of both components is the same, so that 





al el BE 
We W W 
O & 
and 
Pr _ Po _ Ss 
W W OW 
i S 
Then 
ff We 
(PSP -P/P.) == - (1) 
if ees O g W 
& & 
The average molecular weight a is 
= + 
Woo Xp We + XW, (2) 
where the mol fractions X are 
Yp/We Y /W 
' - ohio - Xo = ATW a 
f Vp We Y /W O Vp We Y /W 


Combining Equations (2) and (3), and recognizing that 


Lett, = 1, we get 


Z i 
oe YA/ We ie /W (4) 


Substituting Equation (4) iIntowmaquewromein 


Sol Fe es 


(Wep-W) (Lp /WetY/W ay) 


¥.(1-Wo/W,) + Yo (W./W-1) (5) 
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Assume the solid propellant be 20% binder and 80% oxidizer, 


then ty = 0.2 and Xo = 0.8. If we define rn = WOW, and 


assume (a te) J) = 1, Equation (5) becomes 
1 = 0.2(1-n) + 0.8(1/ - 1) (6) 
The solution to Equation (6) is 
Vi = -8.47 or 0.47 


= ~ i 
W.> 0 and W > 0, hence W = O.47 = Ss, or W, = 2W.. 


be 


APPENDIX II 
CALCULATION OF PRESSURE CHANGE 
IN COMBUSTION BOMB DUE TO CENTRIFUGAL FORCE 

With the centrifuge in motion, gas confined in the 
surge tanks, bomb, and connecting tubing will tend to move 
outward due to centrifugal force. Hence the pressure in the 
combustion bomb will be higher than the pressure to which 
the system was charged while at rest. With the centrifuge 
in motion there will be pressure gradients throughout the 
field. The problem becomes more tractable, however, if: 
1) the gas in the bomb is considered to be at the same pres- 
sure throughout and its mass concentrated at a point, 
2) the gas in the two surge tanks is considered to be at the 
same pressure throughout and its mass concentrated at a 
point, 3) the two concentrated masses lie on the same radial 


and are connected by a thin tube of negligible volume. 





BOMB SURGE TANKS 


tet P = pressure 


V = volume 


r = radius 

A = cross sectional area of connecting tube 
f= gas density 

w= angular velocity 1/sec 


ZU 


R = gas constant for N, 5S. cbt Lb/1b, OR 


T = gas temperature = 528°R 
ca tank radius = ie were 
Po = bomb radius = 35 in. 


= = 3252 ft/sec” 


V, = tank volume = 1450 cu. in. 
V5 = bomb volume =r Cu, ti. 
P, = pressure in system with W= 0 


In the connecting tube, where the centrifugal force 


must be balanced by a pressure gradient, 
(rw*) (Paar) = AaP (1) 


Assuming a perfect gas, 
P = P/RT (2) 


Combining (2) and (1) gives 
aP/P = (W*/2eRT) 2rar (3) 


Assuming T to be constant, and integrating between stations 


1 and 2, (3) becomes 


exp(rs(1-r4/r5)W~/g2RT) 


P,/P, 


exp(KW“/g) (4) 


by 


nhorcumie = v6 (1-r°/r5)/2RT = 1.380x107" ft 1b,/1b. 


Conservation of mass, when combined with (2) gives 
Yy 


Po(V,+V,tA(ro-r,)) = P,V,+P5V5+ Sai (5) 


4 
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Neglecting the small amount of gas in the connecting tube, 


and rearranging (5) gives 


as (VtV, )/(V+V,P,/P5) (6) 


O 


Ove 


P,/P, = 1/2/72) Ga ae (7) 


_ 2 , 
From ae (E/E eee = [exp(-KW Te ean which occurs at the 


maximum speed of 155 rad/sec 


(KW*/g) = 0.1032 
and - a ee 
Hence (1-P,/P,)/(1-V,/¥, ) eee OO 
and Ee ee LCP / Eee) (8) 
Letting P, = P, + AP, and combining (4) with (8) 
Ap/P, = [1-exp(-Kw*/g)]/(1+V,/V,) (9) 


exp(-KW“/g) = 1-KW*/g + (KW“/g)“/2 - 


2 1-Kw*/g since KW*/g & 0-1032 


Hence 


ye ~ (Kw*/g)/ Cee = 1,284x10° w/e (10) 


The curves shown in Figure 70 were derived from 


Equation (10). 
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